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“EVANSVILLE MEMORIAL AIRPORT” 


A PREVIEW of the possible postwar trend in municipal air 
completed for the City of Evansville, Indiana by Albert 
The project, to be started as soon as men and materia ls 
overall plan two municipal functions: 
To be known as the “Evansville Memorial Airport,” 


provision for all anticipated airport needs 
of the city for the next ten or fifteen years 
and offers attractions and accommodations 
for thousands of people in the recreation- 
al area, 


The logic behind this dual purpose pro- 
ject is explained in a brochure for the 
Board of Airport Commissioners of Evans- 
ville by the Kahn organization. It points 
out that: 


“Focal points of transportation have al- 
ways been centers of public interest and 
airports have supplanted railway termin- 
als in that regard in the last decade or 
two. Naturally, the aviation industry 
recognizes the interest shown by the pub- 
lic as a promotional asset, to be aided and 
intensified by proper planning of ports. 

“Similarly,” the brochure continues, “it 
has long been known that the vast areas 
necessarily purchased for airport construc- 
tion offer an opportunity to create public 
parks and recreational facilities in those 
portions which are not needed for actual 
handling of traffic. 

“The project contemplates development 
of the area available next to the Admin- 
istration Building for picnicking, swim- 
ming, roller skating, children’s spray pool 
and playground, tennis and miscellaneous 
games, and winter skating. Provision is 
made for the later addition of other fea- 
tures such as sandlot baseball. 

“The Administration Building, in addi- 
tion to serving the principal functions de- 
manded by the airport, will take its place 
among the community attractions by of- 
fering an observation roof and restaurant 
facilities to the public, the former with a 


That of providing public reer 


port development is afforded by renderings recently 
Kahn Associated Architects & Engineers, Inc. 

are freed of government restrictions, combines in one 
eation, and airport facilities. 

the design as drawn up by the Kahn organization makes 


good view of the flying field and the latter 
ranging from a terraced dining room with 
an extraordinary view to a moderately 
priced coffee shop with a partial view of 
the field. Luncheon or dinner groups will 
be accommodated in a private dining room 
which may be open to the public at other 
times. 


“Paramount among the thoughts which 
governed the planning of these facilities 
was the idea to create a true community 
center which would provide for a variety 
of incomes, ages and preferences. Thus 
a family, having driven out from the city, 
will find within the range of its pocket- 
book healthful and interesting recreation 
for all its members. 

“Inevitably such use of the park will 
tend to foster the interest of the whole 
family in aviation. The favorable impres- 
sion upon out-of-towners arriving at 
Evansville by air will be another valuable 
by-product.” 

The new project, located five miles from 
the center of Evansville, contemplates ac- 
quisition of land adjacent to municipal 
property which now contains the city air- 
port, a portion of which is leased to the 
Defense Plant Corporation for a plane 
Modification Center. 

The new project makes provision for ex- 
pansion both of the airport and the park 
as future demand arises. Existing utili- 
ties would need only to be extended to 
service the expanded area. 

A new passenger apron is to be added 
to existing plane facilities with provision 
for six plane positions in 150-foot circles 


GIBRALTAR ALL PURPOSE CONCRETE 


"The all-purpose ready mixed dry concrete"—a scientificall 


and gravel with cement to obtain the maximum strength. 


GIBRALTAR BRICK-SET MORTAR 
The NEW Dry Ready Mixed Brick Mortar Contains Everything 
“SPECIFY GIBRALTAR 


GIBRALTAR 


48 State Fair Avenue West 
Telephone TOwnsend 8-0045 


FLOORS" 


y prepared mixture of dehydrated sand 


Detroit, Mich. 
Telephone TOwnsend 8-0044 


a’; FLOORS INC. 


and a 150-foot additional width for pass- 
ing. 

Space is allowed for total facilities to 
meet the anticipated demand over the next 
ten or fifteen years for passenger, mail, 
express and cargo flights, normal peace- 
time volume of military flights, charter 
planes, private planes and amateur flyers. 

Also incorporated in the project are 
plans for a separate air freight apron serv- 
iced by exclusive truck and taxiways and 
related facilities if the need arises. 

The immediate future traffic anticipa- 
tion, however, centers principally on com- 
mercial passenger flights, and provision 
is made for 60 a day as a predictable max- 
imum for the near future in a city the 
size of Evansville. 

Focal point of activity for both port and 
park will be the Administration Building 
located on the line dividing the two areas 
and on the approximate center line of the 
overall project. Controlling factors in its 
design were the separation of divergent 
lines of traffic, elimination of unnecessary 
movement and confusion, and future ex- 
tensibility of those portions of the build- 
ing which would be affected by an in- 
crease of airport traffic beyond current 
predictions. 

The structure is to be of steel with lime- 
stone veneer, terrazzo floors and marble 
wainscoting in heavy traffic areas, pro- 
vision for full air conditioning, concealed 
lights whose direct glare would interfere 
with the view, acoustic ceilings, and the 
other refinements of a similar structure 
of the most advanced functional design, 
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O. W. BURKE CO. 


GENERAL CONTRACTOR 


FISHER BUILDING 


MAdison 0810 Detroit, Mich. 


UNiversity 2-3413 


DARIN and ARMSTRONG 


Incorporated 


GENERAL CONTRACTORS 
2041 FENKELL AVENUE DETROIT 


Glanz & Killian Co. 


Contractors 
PLUMB! HEAT G VENTILATING 
FIRE TION RINKLER SYSTEMS 


1761 West Forest Avenue TEmple 1-7820 


Marsh Wall Products, Inc. 


EXCLUSIVE MANUFACTURERS OF DECORATIVE 


DOVER O 
Division Engineer, Wm. E. Ogden 


6432 Cass Avenue Detroit 2, Michigan 
MAdison 6300 


Punch & Judy Theatre 
__Ni. 3898 
WEDNESDAY-THURSDAY MAY 2-3 
Joel McCrea — Betty Field in 
“THE GREAT MOMENT" 
FRIDAY-SATURDAY 
Laraine Day — Alan Marshall 
“BRIDE BY MISTAKE" 


Murray W. Sales & Co. 


Wholesale 
Plumbing and Heating Supplies 


of 


OHIC 


MAY 4-5 


Defense Plants and Houses 
801 W. Baltimore MA. 4200 


Thomas Brick & Tile Co. 


HEADQUARTERS FOR 
DEPENDABLE MASONRY PRODUCTS 
TOwnsend 8-1354 
Detroit 4, Michigan 


14360 Livernois Ave. 


Air 
Compressors 


Portable 
For Rent 


60 to 500 cu. ft—By Day, Week 


All Accessories Furnishe: 


W. H. ANDERSON CO., INC. 


Michigan 


or Month 
d 
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VErmont 6-5500 


INC. 


H. H. Dickinson Co. 


Armor: 
Ma: 
HEATILATO 
$785 Hamilton Avenue 


CINDER 
BLOCK 


9303 Hubbell Avenue 
Bet. Chicago and Joy 


MAdison 4950 


Koenig Coal & Supply Co. 


Certified Concrete 
CONCRETE — FUEL OIL — COAL 
Main Office: 1486 Gratiot Ave. CAdillac 1584 


LSON COMPANY 
Heating and Air Conditioning 
Supplies 
Wholesale 


e and Displa’ 


Ma y Room 
2604 FOURTH AVE. PHONE RA. 4162 


ranches 


Royal Oak — Grosse Pointe — Ann Arbor 


The Esslinger-Misch Co. 


General Builders 


159 East Columbia Street RAndolph 7021 
DETROIT, MICHIGAN 


FREDERIC B. STEVENS, INC. 
FACE BRICK, ENAMELED BRICK, GLAZED 
BRICK AND TILE, ROOFING AND 
FLOOR TILE 
Representatives for 
ANTI-HYDRO—For Hardening and Waterproofing 
Concrete 
THIRD AND LARNED STREETS 
RAndolph 5990 DETROIT, MICH. 


Viking Sprinkler Co. 


Fire Protection Engineers & Contractors 
Automatic Sprinkler Systems 
Also a Complete Line of Pre-Action Devices 
1125 East Milwaukee Avenue 
MAdison 4230 


DETROIT 


Brich aif Permanence 
Tile for Beauty and Ci lerance 


Belden-Stark Brick Co. 


14305 Livernois Detroit 4, Michigan 
HOgarth 1331 - 1332 - 1333 


COUSE & WESTPHAL 


General Builders 


12740 Lyndon Avenue HOgarth 3525 
Detroit, 


FOX THEATRE 


Now Playing 
Turhan Bey — Maria Montez 
"SUDAN" (in technicolor) 
Also — "I Love a Mystery” 


A. W. KUTSCHE & CO. 


CONTRACTORS 


BUILDING CONSTRUCTION 
2111 WOODWARD AVE DETROIT 
RANDOLPH 0372 


Mich. 


Long Experience — Adequate Facilities 
Clean Cut Business Procedure 


BLUE PRINTI AND PHOTOSTAT 
REPRODUCTIONS 


O & O Blue Print & Supply Co. 
CAdillac 0005-0011 


77 Sibley 
CAdillac 4890 


F. H. Martin Construction 
Company 


955 E. Jefferson Ave. Detroit, Michigan 


CONCRETE FOR ALL PURPOSES 
Specialists in 
Transit Mixed Conerete Co, 


OLDEST CONCRETE CO. IN MICHIGAN 
Slag Concrete - Lighter in Weight - Stronger by 
est 


832 CARY STREET 


Vinewood 1-4440 


—CLASSIFIED— 
BRAUN LUMBER CORP. — TO. 8-0320, Davison 
ond GRR. __ 
F. M. SIBLEY LUMBER COMPANY — 6460 Ker- 
cheval Avenue, Fitzroy 5100 


TURNER-BROOKS, INC. 


Floor Covering Contractors 
All Types Floor, Wall and Ceilings 


ASPHALT TILE LINOLEUM 
RUBBER TILE CORK TILE 
CARPETS RUGS 


WINDOW SHADES VENETIAN BLINDS 
ACOUSTICAL MATERIALS 
WOOD MOSAIC PARKAY FLOORS 
MARLITE TILE 

9910-20 Dexter Blvd. 
Detroit, Michigan TO. 8-2470 


= 


@ With our many years of experience and newly-acquired craftsmanship resulting 
from our war contracts, we will be in an even better position to serve on peace-time 
construction when hostilities have ceased. 


MOYNAHAN METALS COMPANY 


2658 Porter Street 


Detroit 16, Michigan 


Lafayette 1316 
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STANDARD COTTON INSULATION 
@ Moisture Proof ® Greater Heat Resistance 


a toed call $: Va rmin Proof 


Tests Pro ae Effic ee of Cotton 


"STANDARD corron" anor i mly AUL ENCL LOSER 
blanket- rula tion. Sae cify by 


Warren Fibre Products Co. 


1040 W, Balt e TR. 1-4030 


5 la WONDER FLAME 


Gas will soon offer a new world 
of case, convenience and comfort 
for every member of the family. 


eo 
Gas Z beil, Cooking, Automatic Water Heating and Refrigerating. 


MICHIGAN CONSOLIDATED GAS COMPANY 
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HANLEY COMPANY Good Hardware for Over 60 Years PERSPECTIVES 
E. F. Zerga, Mgr. 4 
FACE BRICK UNGLAZED FACING TILE TB; RAYL’S Produced on Short Notice 
FLOOR BRICK CERAMIC GLAZED TILE 
SRAMIG GLAZED: BRIGE FEQOR TILE Wholesale Builders Hardware Dept. FRANK BARCUS 
ERORA mee aU PEEN Sees 228 Congress St. W. Retail Store, 1149 Griswold TYler 6-6173 


BEAUTIFUL INTERIORS 


The Toledo Fae T PRTI 


furnished by 


John H. Freeman Plate & Window Glass Co. 


eg E Glass Jobbers & Glazing i e 
Architects Bldg. Contractors Let Us Help You 
Detroit | Distdbu' 5840 Woodward Avenue 


tors o 


Phone WEAVER-WALL Asphalt Shingles 6 LOCAL BRANCHES IN DETROIT 
and ‘Ask Your Decor 
TEmple 1-6760 ASBESTOS LTD. Asbestos Siding He will tell you that 
Members American Society Architectural Warehouses Fisher Wall Paper Co. 
HardWersaConeulfants Detroit Grand Rapids Cleveland Toledo are Michigan's largest wall paper distributors. 
eee el 


NOW! A New No-Leak Method 
For Glazing Wood Sash 


mae: 


Excellent Ideal for i Alia i | 
for Sash All Outside e #8. cuward 
Manufacturers Glazing j 
WITH DESIGNS, TECHNICS 
_ Out of the Plastic Products Labora- | AND MANUFACTURING 
tory has come a revolutionary ad- FACILITIES TO ASSIST 
vance in glazing wood sash—a better i YOU IN 


T method and a better material. The i 

© glass is bedded in Plastoid Elastic POSTWAR WORK 
| Bedding Cement making a rubbery 
bond that will allow for all contrac- 
tion and expansion and absolutely 
prevent leaks. Then the facing is ap- 
plied in the usual way, with Glaza- 
Wood. The method and the material 
produce no-leak glazing, and elim- 
craic win. Date the other faults characteristic 
SSN cule used of the old procedure . . . Write for 


to apply Beddina descriptive literature. 


Y 
E 
S 
T 
E 
R 
D 
A 


PROVEN BEST BY ACTUAL TEST 


| Ho W 
| Y j 
9071 ALPINE AVENUE + DETROIT 4, U.S.A. 
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Institute's 77th Was Most Vital Annual Meeting 


HOTEL CLARIDGE, ATLANTIC CITY, N. J. 


APRIL 20-25, 1945 


E WOULD BE DIFFICULT INDEED to understand how any architect could have attended The Institue’s Tith 
Annual Convention, just passed, without greatly increasing the sum total of his abiding faith in the future of 
his profession and those leading it; without enriching his understanding of the practice of architecture. 

The question so often asked, “What is the Institute doing?” was answered in full measure more than ever be- 


fore. In the words of President Ashton, “That 


ulate. Our young men in the armed serv- 
ices have shown nothing but courage 
throughout and they are expecting no less 
from us upon their re- 
turn. We will not dis- 
appoint them.” 

Your reporter was 
privileged to attend the 
annual board meetings, 
morning, afternoon and 
night, for four days pre- 
ceding the convention. 
To say that it was a 
revelation is a gross 
understatement. 

The 75-page agenda 
was gone through with Mr 
business-like procedure, p 
and the impression gained that the Insti- 
tute’s affairs are in good hands, that no 
more capable representatives could be 
found. There are no better fellows than 
these hard-hitting, good-humored direc- 
tors, good fellows among kings and kings 
among good fellows. 

The vast amount of work that had to 
be done left us with the thought, “So, you 
will attend board meetings, will you?” 

As swift as these meetings move, steps 
were taken to further streamline them by 
eliminating all trivia, by establishing pol- 
icies that will permit the executive com- 
mittee and the staff at the Octagon to 
handle many more details. 

One of the actions most heartening to 
the chairman of your Committee on Public 
Information was a proposal to hold the 
annual board meeting about two months 
in advance of the convention, thus per- 
mitting the use of reports for advance 
publicity, and for consideration by dele- 
gates and members. In the past a dele- 


Ashton 


gate has gone to convention in the dark 
and voted for candidates, only to take re- 
ports home to read what wonderful jobs 
have been done by others. 

Reports from regional directors, officers, 
committees, the executive secretary, mem- 


this is a bobtailed’ convention is no reason why it should be inartic- 


TO RAYMOND J. ASHTON 


President of The American Institute 
of Architects 
1943 - 1945 
Your courageous belief that the 
profession of Architecture has an obli- 
gation far transcending its material 
interests has encouraged your associates 
to work diligently and effectively to- 
ward the goal you set for them, and 
your inherent modesty and outstanding 
ability to utilize the talents of your 
fellows has made your administration 
outstanding in its accomplishments. For 
this, your associate on The Board and 
the members of The Institute are deeply 
grateful. 
Atlantic City, New Jersey 
April 25, 1945 


bership secretary, the treasurer, Washing- 
ton representative, on unification, the 
Journal and many others, indicated that 
the Institute is in a strong position. Its 
increase in membership from 3,000 to over 
5,000 has meant increased responsibility 
and increased costs, if the services ex- 
pected are to be rendered. Dues purchase 
less now and they may have to be in- 
creased, 

Pre-convention meetings were held by 
the National Council of Architectural Reg- 
istration Boards, National Architectural 
Accrediting Board, Association of Colleg- 
iate Schools of Architecture, Society of 
Architectural Examiners, Producers’ 
Council, and others. 

7 a 2 

Presiderit Ashton opened the convention 
Wednesday morning and received the gold 
key from Mayor Joseph Altman. The 
president called upon Mr. C. Godfrey 
Poggi, president of the New Jersey Chap- 
ter, ALA. and New Jersey Society of 
Architects. Mr. Poggi expressed gratifi- 


cation at receiving the architects and re- 
called that the Institute is almost 100 
years old, the New Jersey Chapter 45 
years old, and that this was the first time 
an Institute convention had been held in 
New Jersey. State Senator Frank S. Far- 
ley, on behalf of Governor Edge, welcomed 
the delegates to Atlantic City, “the world’s 
greatest seashore resort.” 

Within the limitations of this publica- 
tion, no comprehensive report could here 
be made but, in a feeble attempt, let us 
say that actions were taken for the good 
of the profession and the public it serves 
that mean a reorganization and revitaliza- 
tion of all Institute affairs into an inte- 
pated program; such matters as have only 

en spoken of in whispers heretofore. 

Walter Mac Cornack’s plan for the cre- 
ation of an American Foundation for the 
Advancement of the Art and Science of 
Building is nothing short of revolutionary, 
while Walter T. Rolfe’s educational plan is 
comprehensive and sensational. They are 
both closely coupled with Public Informa- 
tion, and steps were taken to employ 
public relations counsel to put them into 
effect. Rolfe’s plan includes the publi- 
cation of a booklet, addressed to the stu- 
dents and young men of the profession. 
This booklet, now ready for printing, has 
been the work of some twenty-two leaders 
in the architectural schools. 

Of these movements President Ashton 
said, “They are the most significant ever 
to come out of an Institute convention and 
I hope to see them implemented immedi- 
ately, to bring together our whole national 
effort.” 

* * + 

Public Information was not as extensive 
as in former years, nor was it to be 
expected. With the paper shortage, the 
United Nations Conference, and the excit- 
ing war news, a convention receives little 
space. Nevertheless, a great deal of ma- 


See CONVENTION, Page 7 
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Conservation of space is a very important consideration, 
especially in lorge public buildings and hotels. The more 
space that can be utilized for rentable apartments, the more 
income produced. Since STREAMLINE Fittings are not connected 
by flaring oF threading, nO room is required for wrench play 
to tighten the Fittings into place, nor need any allowance be 
made for protruding valve stems, which on threaded pipe, 
must be swung in an arc to secure. Valves and fittings are 
installed in a minimum of space, they are located exactly 
where required, and soldered. 


The installation of STREAMLINE Copper Pipe and Solder Type 
Fittings under normal water conditions assures many, many 
years of trouble-free, efficient service at low cost. Copper and 


Copper Pipe loses less heat by radiation than ferrous piping, 
particularly if the surface is kept polished, although copper 
itself is a very rapid conductor of heat. Therefore, it naturally 
follows that there is considerably less loss when the heated 
element, water Or steam, is being conveyed from the point 
of generation to the points of distribution through copper M U ELL 

pipe of uniform, unclogged, internal conducting orea. pOoRT H URON.M 1cHI 


Plan on specifying and installing STREAMLINE Copper Pipe 
for your postwar construction—oF for replacement. 
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RECEPTION LOBBY 


STAIR WELL 


© All of these interiors have one 
element in common—interior flexibility 
. .. flexibility secured by the use of 
Hauserman Masterwalls. 


Hauserman Masterwalls . . . made with 
a background of over three decades of 
leadership in the movable steel parti- 
tion field—plus Hauserman Service . . . 
by the largest, most complete partition 
field service organization in the country 
. . . guarantee maximum interior flexi- 
bility in every type of building. 

The floor plans of all these interiors 
may be changed at the drop of a hat— 
without dirt or muss . . . without inter- 
ruption of work routine ... and with 
complete re-use of parts. 


Masterwall Catalog 45 provides stimu- 
lating and informative ideas for 
“engineering” flexibility into building 
interiors. Write for it. 


THE E. F. HAUSERMAN COMPANY 


6826 GRANT AVENUE + CLEVELAND 5, OHIO 


Branches in principal cities 


IN PARTITIONS- Agora: pd PAYS 


LABORATORY 


PRIVATE OFFICE 


HOSPITAL CUBICLES 
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PAINTING 
CONTRACTORS 


a 


3818 NORTH KENNETH AVENUE 
Chicago, Me. 


GENERAL MOTORS BUILDING 
Letnoit, lich. 


me s J 


Founded in 1576 


HE original company was founded sixty-six years 

ago—in 1876—by Wm. S., Alt and was skillfully car- 
ried on by his son Wm. S. Alt. Since January 1928, 
and at the present time, the company’s operations have 
been successfully accomplished through the able man- 
agement of Harold F. Alt, sole owner and grandson 
of the original founder. From the time of its organ- 
ization the company’s policy has always been and will 
continue to be 100% satisfaction for all clients. 


Factory of Lady Esther Inc., Clearing, Hil. 


Albert Kahn, Associated 
Architects & Engineers Inc. 
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Financial Standing 
OR more than sixty-five years Wu. S. Aut & Son 
L have justly enjoyed the well-merited confidence of 
business underwriters, bankers and others in the gen 
financial field. And throughout the yee 


the company’s 
own financial resources have been an 


vidded guarantee 
for the successful completion of all contracts. For 
further reference: Pioneer 
Chicago, Illinois. 


Trust and Savings Bank, 


Established Svoduction Record In Pofense 


ITHIN the past thirteen years the company hassuc- 
cessfully executed many of the largest painting con- 
tracts in the nation. Such work has been particularly 
noteworthy during the past few years in industrial 
defense construction, 


In 1941 the company simulta- 
neously concluded their portion of work on five major 
aircraft defense projects in various parts of the United 
States. 

Personnel 


NDER the competent management and supervision 

of the following practical and experienced artisans, 

the company is unusually well prepared to give nation- 

wide service for any type of painting work 

spray—from a residence to a skyscraper 
to a battleship. 


brush or 
from a bridge 


Haroun F. Aut, Owner. 
C. H. Anperson, Technical Advisor and Estimator, 
R. H. Lawson, Superintendent of Operations. 
Leroy H. Avr, Assistant Estimator, 


Field Sup erintendents 


Epwarp Anas. 
Irving MARIANI 


Bent Bents 
Jonn Orson. 


@ Josern LINSMEIER 
PauL ScHILF. 
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son III, Cleveland, Ohio; director of Great 
Lakes district, Ralph Yeager, of Terre 
Haute, Ind.; Western Mountain district, 
Angus McIver, of Great 
Falls, Mont.; Central 
States district, „Arthur 
W. Archer, of Kansas 
City, Mo.; Gulf States 
district, Richard Kock, 
of New Orleans; Sierra 
Nevada district, Earl T. 
Heitschmidt, of Los An- 
geles, Calif; South 
Atlantic district, John 
L. Skinner, of Coral 
Gables, Fla.; Middle At- 
lantic district, Louis 
Justement, of Washing- 
ton, D. C. 

Branson V. Gamber, of 
Detroit, was named di- 
rector for the State 
Associations. A new 
member to the board of directors is Wil- 
liam G. Kaelber, of Rochester, N. Y., who 
succeeds Edgar I, Williams of New York 
City, resigned. 

Mr. Edmunds was born in Baltimore, 
where he received his early education in 
the public schools and in Boy’s Latin 
School. He received a B.S. degre in archi- 
tecture from the University of Pennsyl- 
vania in 1912, wining the Interscholastic 
Architectural Competition and the Arthur 
Spayed Brooke Gold Medal for merit in 
architectural design, and elected to Sigma 
Xi. He furthered his studies by travel in 
Europe and in China. 

On early discharge from service during 
World War I, he accepted a commission 
from the Canton Christian College in China 
to design some dozen buildings, which 
were constructed under his supervision in 
1918-20, 

Having keen interest in civic affairs, 
Mr. Edmunds has served his city as chair- 
man of its Lexington Market Study Com- 
mittee; president, Baltimore Building Con- 
gress; member, Board of Trustees, Chil- 
dren’s Rehabilitation Institute; member, 
board of directors, Calvert Bank of Balti- 
more and as director of emergeney field 
unit, American Red Cross. 

He is a fellow of The American Institute 
of Architects, member Baltimore Associa- 
tion of Commerce; Baltimore correspon- 
dent for the Beaux Arts Institute of De- 
sign, lecturer on History of Architecture, 
Maryland Institute of Fine Arts (1933-36), 
architectural advisory board, Goucher Col- 
lege, 1937 to date; member and treasurer, 
Maryland Board of Examiners and Regi 
tration of Architects (1935-44) and chair- 
man, Housing Authority of Baltimore City 
($23,000,000 slum clearance program, 1937- 
41). 

Commenting on his new office, Mr. Ed- 
munds said: 

“The accomplishment of the 
in its efforts to secure public 
of the professions value to society seems 
to me to be of prime importance. Much 
has already been done, but there remains 
much more to do. This is a challenge 
which should be accepted not only by the 
officers and directors, but by the member- 
ship. Real accomplishment can come only 
by cooperation of the Chapters through 
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Edmunds New President, A. I. A. 


James R. Edmunds, Jr., of Baltimore, Md., was elected president of The American 
Institute of Architects, at its 77th Annual Meeting in the Claridge Hotel, Atlantic City, 
N. J.on April 25. He succeeds Raymond J. Ashton, of Salt Lake City, Utah. 

Other officers installed were vice president, Samuel E. Lunden, of Los Angeles, 
Calif.; treasurer, Charles F, Cellarius, Cincinnati, Ohio; secretary, Alexander C. Robin- 


the Institute committees erected to deal 

with matters of nation-wide common con- 

cern to all of our profession be they Insti- i 
tute members or not. There has always 

been a deplorable tendency on the part of 

a large majority of our membership to ‘let 

George do it,’ with the result that the 

multi-form activities of our society are 

carried on by the efforts of a comparative 

few. 

“All this has been said, and better, many 
times before, but the fact remains that 
until it is in some measure corrected, we 
shall fall far short of our aims both im- 
mediate and long range. 

“We have been urged before now (but 
it seems timely to reiterate it) to widen 
the scope of our activity as individuals 
beyond the narrow confines of our own 
little practice and to make more adequate 
contribution to the ends of public common 
good; each in his own community, Only 
by such action can we demonstrate the 
validity of our oft-repeated claim to lead- 
ership, not only in the construction indus- 
try, but in other allied fields. 

“Cooperation in the public interest with 
our brother professionals in the design 
field has already been undertaken, notably 
with the A.S.C.E. and A.S.MLE. as well as 
with other organizations of the building 
industry such as the A.G.C., and with the 
U. S. Chamber of Commerce. 

“Further, it should be a source of satis- 
faction to us that the American Hospital 
Association has invited our help in their 
effort to the end of improving the quality 
and design of hospital plant construction 
of which there should be a great quantity 
in the immediate post-war period. 


“Such cooperation, of wider scope than 
in the past, to me is a very heartening 
sign, It indicates a willingness to act in 
matters not solely of selfish interest to 
the profession. It is only by such action 
that our claim to preeminence and leader- 
ship in certain fields can be demonstrated. 
This claim will only be recognized by oth- 
ers when so demonstrated and maintained 
by continued effort. 

“One of the immediate and paramount 
problems of the Institute is that of the 


returning veteran. It is our duty to see 
that he is integrated into the profession’s 
participation in postwar building activity, 
as quickly as may be. This applies not 
only to those who abandoned their prac- 
tice to enter the armed or civil service of 
the Government, but to those who con- 
tribute to such practice; the sub-profes- 
sionals, many of whom are now corporate 
members of the Institute, and also to 
those whose architectural education has 
been interrupted by the war. 

“The importance of this problem has 
been fully recognized by the Board. Pro- 
gress has been made both by the com- 
mittee on education and the National Ar- 
chitectural Accrediting Board, but with- 
out the whole-hearted, active interest of 
the membership these bodies can do but 
little. They can supply direction, but the 
effort must be made by the membership 
at large to insure any real accomplish- 
ment.” 


INSTITUTE OFFICERS, Samuel E. Lunden, vice-president; James R. Edmunds, Jr., President; 


Alexander C. Robinson Ill, scretary; Charles 
are newly-elected. 


F. Cellarius, treasurer. 


All except Robinson 
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I find the Bulletin very interesting, 


especially to learn the whereabouts of ac- 
quaintances around the country. It should 
greatly serve to bring the profession closer 
together.—Chas. F. Baker, Mt. Vernon, 
Ni Y; 
a, E 

My resistance to the first issues has 
worn thin and I find myself reading them 
with interest. The opportunity to get last 
week’s news this week instead of last 
month’s news next month is nothing short 
of Utopian. —Paul Beidler, NYC. 


It is a peppy little sheet and acts as a 
tonic to wandering architects who have 
drifted from the fold due to economic 
conditions past and present. Mr. Black’s 
article on “Three Doors to Architecture” 
is a bit of literature that ought to be sent 
to Reader’s Digest to be reprinted as a 
spring tonic or cloud lifter. It has been 
read by our State Director, Architects and 
Valuators, and OK’d.—Wm. Harlow Bulk- 
ley, FHA, NYC. 

. * * 

It seems to me that the character of 
such a news bulletin should be just what 
you have edited in these first issues. So 
often in the general architectural maga- 
zines we overlook news items in our rush 
to hurriedly check all the publications as 
they come in. By having a strictly news 
bulletin of national scope we may look 
forward to its coming and profit from its 
information about the profession and its 
men, many of whom are our personal 
friends.—E. W. Carroll, El Paso, Texas. 

* + kd 

The profession really needs a “pulling 
together” and this looks like a good start. 
—H. E. Ekstrand, Waukegan, Ill. 

* *. + 

The issues have been read from cover 
to cover. I find them so newsy and in- 
formative that I am glad to enclose my 
subscription —Carl H. Faltermayer, Glass- 
boro, N. J. 


Ralph J. Bishop, Yakima, Wn. 
“It seems to add zest to our ole bones" 


At the current valuation of buying pow- 
er of one buck, this is the greatest money’s 
worth in the country! How refreshing to 
have news. Whoever is responsible de- 
serves the plaudits and acclaim of all ar- 
chitects. Pluck ’em out of their ivory 
towers and have 'em let their hair down 
via the Bulletin. Its a grand effort!— 


Eric Fleming, New Brunswick, N. J. 
* + * 


I, too, am enthusiastic about your new 
venture in reporting for the architects. 
The contents of your last issue informed 
me of the activities of many of my friends 
and of many organizations delving into 
the future for us. I envisage this publica- 
tion reporting all phases of architectural 
effort and related news.—Harry R. Gamble, 
Klamath Falls, Ore. 

_ * oe 

As president of the Tacoma Society of 
Architects, I have been receiving your 
Bulletin for some time and I manage to 
find time to enjoy it. The architects of 
this lumber and ship-building and factory 


| plant a tiny seed; you weed out the undesirable; | reap the harvest for two long 
years. How unfair—to youl—Jos O. Cezar, Indianapolis. 


embryo metropolis have for more than 
thirty years maintained a really profes- 
sional organization, with weekly meetings, 
and not a shooting affray yet! The ap- 
pointment of Nelson Morrison and Chuck 
Pearson as your local correspondents is 
a piece of luck all around.—George Gove, 
Tacoma, Wn. 
. * * 

The “meaty” context of your Bulletin 
places it in a class by itself. It fills a 
long-felt need of a publication whose for- 
mat and news items are so personal as 
to tend to unify the profession—O. L. 
Hazelwood, Palestine, Texas. 

* * * 


My check is enclosed, for which please 
see that I do not miss any issues of the 
Bulletin. It has an appeal to me that 
no other professional publication has ap- 
proached and I offer my congratulations 
with the hope that it may soon be dis- 
tributed weekly—Capt. L. Hendrick, Fort 
Barrancas, Fla. 

+ * . 

I have been reading your Bulletin with 
great interest, particularly with regard to 
architectural activities in Ohio. Let us 
have more of this type of news. I handle 
publicity for the Cleveland Chapter and 
I would like to know if you would give 
space to this type of news.—Willard Hirsh, 
II, Cleveland, Ohio. 

The answer is YES—Ed. 

* s + 

Now we are on the right track. For 
years I have dreamed and talked of an 
ideal architectural magazine—one full of 
interesting architectural material, without 
too much advertising. We want the best 
architect's magazine, edited, written and 
published by architects, that will really 
be a creditable record of architecture and 
here’s my subscription to help perfect 
what we have started, in the shortest pos- 
sible time.—Jos. c Huber, Toledo, Ohio. 

* 


One single virile article like that. of Carl 
O. Kaiser in itself justifies the need and 
value of your very interesting publication 
for years to come—Hugh Kafka, North 
Pelham, N. Y. 
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THE INSTITUTE BOARD, and others, taken at Atlantic City, April 23. Seated: C. Julian Oberwarth, Charles F. Cellarius, Harlan Thomas; 


President James R. Edmunds, Jr.; Retiring President Raymond J. Ashton, Walter R. MacCornack, Alexander C. Robinson Ill, Matthew 
W. Del Gaudio, Henry Saylor, Standing: Talmage C. Hughes, D. K. Este Fisher, Jr, E. C. Kemper, Edgar |. Williams, William G. 
Kaelber, George H. Bond, G. Corner Fenhagen, Loring H. Provine, Douglas William Orr, Arthur Ward Archer, Theodore |. Coe, Henry 
H. Gutterson, Edmund R. Purves, Milton B. McGinty. 


The Bulletin is certainly going to extend 
the architectural horizon for most of us. 
Chas. S, Keefe, Kingston, N. Y. 

ba ae 


I was very glad to receive the last num- 
ber of your Bulletin, and indeed it has 
been a pleasure from the beginning to re- 
ceive a publication with real news about 
architects in it. Our regular magazines 
have become so uninteresting and even 
stodgy—yes stodgy, in its secondary dic- 
tionary meaning of lumpish and dull. They 
are all so much alike that I cannot tell 
which one I happen to be trying to read. 
I always put this Weekly Bulletin in our 
school architectural library and I notice 
that students also read it and even speak 
of things they have seen or read in it. I 
was very sorry to learn of Mr. Shreeve’s 
illness. I hope that he is getting along all 
right. The Kansas Chapter met recently 
and elected new officers and had a good 
discussion meeting. Mr. Wayne M. Mc- 
Vay, the new secretary, can probably send 
you some local news items.—Jos. M. Kel- 
logg, Head, Dept. of Architecture, Univ. 
of Kansas, Lawrence, Kan. 

* * ¢ 

It is in my opinion the paper the archi- 
tects have long sought, and I shall find 
room for it in my files, after reading, 
Congratulations on Carl O, Kaiser's article, 
for his sincerity in coming forward with 
his convictions in throwing away the high 
hat—Louis J. Latzko, Ridgefield Park, 
N. J. 

Bi he a 

I am delighted with the new form of 
the Weekly Bulletin. It is refreshing to 
find that at last the profession has a medi- 
um concerned with its present and future, 
and edited with such informality. Realiz- 
ing from past experience the value of as- 
sistance in such an enterprise, I extend 
this offer to contribute material which I 

(Continued on Back Cover) 
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Institutes 77th Meeting 


(Continued from Page 1) 


terial coming out of this convention did 
find its way into many newspapers 
throughout the country. It was a “re- 
duced” convention. The A.LA. held no 
convention last year, and this one was 
geared to the war effort, toward preparing 
the way for those in service, toward post- 
war planning and employment. 

As Julian Oberwarth said, “The public 
knows us by the best of us, by the worst 
of us and by what we say about each 
other.” 

Together with a committee of officers 
and directors, your chairman met at con- 
vention with a representative of advertis- 
ing council to prepare plans for putting 
into effect the aforementioned program. 
He also went to Philadelphia and met 
with Mr, Paul P. Cret, to discuss his ex- 
cellent report on War Memorials, which 
the board felt should be given wide pub- 
licity in magazines that reach those who 
have to do with this problem. 

+ 8 8 

The social events were no small part of 
the enjoyment. The President’s Recep- 
tion was a delightful affair; the good fel- 
lows from the South, from the West, from 
the North and from the East accents from 
all sections; the renewal of friendships, 
many of which began in college; the carry- 
ing out of the purpose of the Institute, “to 
unite in fellowship the architects of the 
United States of America - - - .” All were 
there for their health—except the pro- 
prietor. 

The ladies added much, though there 
were few present. The only lady delegate 
was Marion Manley, of the Florida North 
Chapter, but there were wives of some 
officers and others, The charming Mrs. 


Edmunds will make as gracious a first 
lady as her husband will make an able 
president. She promises to write a col- 
umn, “Every Other Thursday.” 

New Jersey architects were hosts at a 
reception Thursday evening, In the re- 
ception line were Howard Stout, C. Godfrey 
Poggi and Mrs. Poggi, Gilbert C. and Mrs. 
Higbie, Paul W. Drake, C. W. Fairweather, 
C. V. R. and Mrs. Bogert. At this event 
new officers were installed. President 
Ashton expressed his keen sense of loss, 
saying that his term would be carried in 
his memory as the finest recollection of 
his life. 

The new President Edmunds said, “I 
think you have made a terrible mistake 
but I shall dedicate my life to proving 
that you are right and I am wrong.” 

hapa ae 

Charles Poggi, president of New Jersey 
Chapter and New Jersey Society, was host 
at the cocktail hour preceding the dinner 
of Society of Architectural Examiners 
(Dues 30 cents per year, three years for 
$1). Charles F. Owsley, of Youngstown, 
Ohio, presided and read a telegram from 
President Charles Firestone, of Canton, 
Ohio, stating that his son had just arrived 
home after many missions in the European 
theatre of operations. This organization of 
past presidents of registration boards con- 
ducted a number of neophytes over the hot 
sands, some “honorary,” including your 
scribe. A good time was had by all! 

t. 

At the Board’s organization meeting 
following convention actions were taken 
toward carring out measures approved 
by the membership. Although there are 
several new members, there is every 
indication that both old and new mem- 
bers will work diligently to this end. 
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American Foundation 


Atlantic City, New Jersey—Ever since 
the landing of the Pilgrims and the found- 
ing of our great country, ours has been 
a transplanted culture, stated Walter R. 
MacCornack at a meeting of the Board of 
Directors of the American Institute of 
Architects at the Claridge Hotel. 


Pointing out that America has had great 
moments when her architectural contri- 
butions have been distinctly Amreican but 
lacking in continuity, Mr. McCornack 
said, “The present war has given us a 
challenging idea of what we can do as a 
profession if we have the imagination and 
courage to create a plan for it and carry 
it through, We are coming of age as a 
nation and it is time that we begin think- 
ing as a mature nation. That is, through 
our architecture. We need a national plan 
that will inculeate war-borne standards 
of quality and performance in our postwar 
living. 

“Many do not yet realize that the archi- 
tecture of the people is the truthful chron- 
icle of their thinking, their imagination, 
their creative qualities and their history. 
It is the indisputable record of what we 
really are and yet is it a chronicle of all 
we can be. It tells what we have been, 
but it is up to us to determine what we 
will be. 


“We are now a nation of science and 
mechanical progress that is astounding. 
We are even shocked of our own ideas and 
scientific superiority as a result of this 
war. If we can do these things in the pur- 
suit of destruction, what can we do in 
the interest of our creative peace-time 
culture? We need therefore and propose 
to create a foundation that unites all of 
these ideas into one constructive effort 
that relates education, research, invention 
and employment, 


“Once we draft such a plan for a chal- 
lenging program we have many leaders 
who can project it into reality. Our pro- 
fession is urging a significant program and 
the public is seeking it. The returning 
servicemen are disappointed because such 
a plan has not been conceived. Millions 
overseas are unhappy because we are so 
Progressive in war and so dull in our 
peace-time plan for a real living. What we 
need then is the vision, the foresight and 
the courage to plan on such a scale as we 
have never before dared dream of plan- 
ning. 

“The American Institute of Architects, 
therefore, proposes the creation of The 
American Foundation for the Advance- 
ment of the Science and Art of Building 
in the interest of the living standards of 
our people, the improvement of their home 
and work environment and their social 
conditions—through their architecture. 

“Sixty-five per cent of our people re- 
ceive $1,500 or less a year which cannot be 
called a living wage when measured 
against our accepted American standard 
of living. This Foundation seeks to lift 
from our culture the subnormal conditions 
that make it possible for such low stan- 
dards to continue. Through its general 
objectives, it proposes to substitute inven- 
tions, ideas and architectural progress for 
all of us—we have substituted a new way 
of destruction for an old one. 

“The first beginning of such a Founda- 
tion must be to improve our general sys- 
tem of American education. To improve 
the inactive talents of our people, we may 
have the best educational system and yet 
we have not achieved a level of living ade- 


quate for what we propose as a minimum 
standard. We can accomplish higher 
standards in education as we have in sci- 
ence, medicine and destructive invention. 


“Education must be based on different 
objectives of living, employment and con- 
tributions to society. The significant ob- 
jectives in education are often lost when 
trying to meet the popular demand of the 
moment. The long-range educational ob- 
jective of effective contribution to our own 
broad culture should remain uppermost 
in our plans. 

“We therefore propose that a careful 
restudy of our American system of educa- 
tion be made. Different improvements 
can be found and used—improvements that 
will encourage every American to com- 
plete all the education his talents and 
abilities will permit in the interest of his 
own as well as society’s enlarged and im- 
proved future.” Mr. MacCornack further 
explained that the Foundation would have 
as its purposes, the setting up and admin- 
istering of funds for scholarships and 
grants to young men who cannot finance 
the cost of attending architectural schools, 
for research projects and of financing prac- 
tieing architects and others who already 
graduated from schools, but whose abili- 
ties might be directed toward creating the 
development of projects relating to various 
problems in the industry. 

The Foundation would greatly stimulate 
and inerease membership in the Institute 
which proposes to include as associates 
architectural draftsmen and students in 
architectural colleges. By this method it 
is believed that a very large percentage 
of the some 15,000 registered architects, 
40,000 draftsmen and 7,500 students can be 
enlisted in the one and only national ar- 
chitectural organization, the A.LA, 


Hart Heads Producers 


L. C. Hart of New York, vice president 
of the Johns-Manville Sales Corp., was 
elected president of the Producers’ Coun- 
cil at its annual meet- 
ing in Atlantic City 
April 24. 

Hart replaces Douglas 

Whitlock, general coun- 
sel of the Structural 
Clay Products Institute, 
who had presided over 
the council for the last 
two years. 
Tyler S. Rogers, Ow- 
ens-Corning Fiberglas 
Co., Toledo, was chosen 
first vice president, and 
Gorden C. Hay, Fiat 
Metal Manufacturing 
Co., Chicago, was re- 
elected second vice 
president. Frank A. 
Sansom, Chamberlin 
Co. of America, Detroit, continues as sec- 
retary of the council, and Allen E. Pearce, 
Armstrong Cork Co., Lancaster, Pa., was 
named as treasurer. 


Newly elected directors of the organiza- 
tion are Charles A. Snyder, Richmond 
Serew Anchor Co., Brooklyn; Fred L. Rig- 
gin, Jr., Mueller Brass Co., Port Huron, 
Mich.; Henry W. Collins, the Celotex Corp., 
Chicago, and Lawrence Jennings, General 
Electric Co., New York. 

North A. Wright, Libby-Owens-Ford 
Glass Co., Toledo, and Irving W. Clark, 
Westinghouse Electric and Manufacturing 
Co., Pittsburgh, were renamed to the 
board. 


Mr. Hart 


Last Word in Factories 


Fortune Magazine for May carries an 
important 8-page illustrated article entitled 
“Last Word in Factories.” 

Reviewing the development of industrial 
building, the article states: 

“Some of the new factories operate un- 
der corhpletely controlled conditions. The 
phrase ‘controlled conditions’ means just 
what it says: temperature, humidity, 
sound, and light inside the plant are con- 
trolled by man. In addition to the air- 
conditioning equipment, electrostatic pre- 
cipitators remove dust and smoke, sound- 
proofing materials reduce noise, and arti- 
ficial lights replace or augment the shift- 
ing light of day. Midnight is the same as 
noon, January as August. The chief pur- 
pose of all these improvements is to in- 
crease manufacturing efficiency and the 
comfort of the workers—the two are really 
indivisible.” 

Touching upon the work of several ar- 
chitectural firms, the article has the fol- 
lowing to say about the Albert Kahn or- 
ganization: 

“Traditionally, American architects de- 
signed houses and churches, public build- 
ings and offices; engineers designed 
bridges and dams; and almost anybody 
around the shop designed factories. In the 
early 1900’s the few U. S. architects who 
turned their Beaux-Arts training to fac- 
tory design stopped with the outside shell, 
the brick or stone facade with the fret- 
worked cornice and marble doorway. The 
rest was left to the plant engineer and 
contractor. The architect was an artist, 
the engineer a professional man. But 
there was one young architect in Detroit, 
Albert Kahn, who was not above thinking 
of factory design in terms of production. 

“He moved in alongside the engineers 
and studied processes, assembly lines, 
straight-line production, and economics, 
He thought of lighting and ventilation 
before he thought of spandrels and lime- 
stone veneer. He planned heating and 
plumbing, floors and ceilings best suited 
to the kind of work that was to be done 
in the factory. Then, and not until then, 
he covered all these things with walls 
and a roof. The factory was not the build- 
ing, it was the working area and the facil- 
ities inside the building, yet in many ways 
this approach to factory design improved 
the outward appearance of the building. 
For the first time it looked like what it 
should always have been—an efficient 
cover for an efficient operation.” 

The article affords a good insight into 
what we may expect in factory buildings 
of the future, by reviewing what has 
been learned in such buildings built under 
war conditions. 


Brochure Available 


A limited number of complimentary 
copies of a brochure entitled “Architecture 
in the Netherlands” is available to mem- 
bers of the A.LA., upon request addressed 
to The Netherlands Information Bureau, 
10 Rockefeller Plaza, New York 20, N. Y. 
Each request should enclose 10 cents to 
defray mailing costs. 

The brochure, consisting of 94 pages of 
handsomely illustrated text, should be of 
value to every architect interested in con- 
temporary architecture in the Netherlands 
and related subjects of public housing, 
institutional buildings, land use and com- 
munity planning. 
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Michigan Well Represented at A. 1. A. Convention 


W= MICHIGAN had only three delegates: to the Institute convention in Atlantic City, April 24-25, a 
goodly number of others attended, including Dean and Mrs. Wells I. Bennett of Ann Arbor, Kenneth C. 
Black of Lansing, Mr. and Mrs. L. Robert Blakeslee, Mr. and Mrs. Clair W. Ditchy, Branson V. Gamber, Mr. 


and Mrs. Alvin Harley, Mr. and Mrs. Talmage C. Hughes and daughter, Mar 
and Mr. and Mrs. Donald A. Kimball of Saginaw. 


Ditchy, president of the Detroit Chap- 
ter, was the only delegate from that org- 
anization, Gamber was delegate from the 
Michigan Society of Architects, and Frantz 
delegate from his Saginaw Valley Chap- 
ter and also the Grand Rapids Chapter. 

The Great Lakes District now has four 
members on the Institute board; Alexan- 
der C., Robinson II, of Cleveland, secre- 
tary; Charles F. Cellarius, of Cincinnati, 
treasurer; Branson V. Gamber, of Detroit, 
State Association director, and Arthur O. 
Yeager, of Terre Haute, Ind., regional di- 
rector. 


Detroit's Problem 


The City of Detroit and its metropolitan 
area faces more serious problems than any 
other city in the United States, Walter 
Blucher, executive director of the Ameri- 
can Society of Planning Officials, told a 
meeting of the Citizens’ Housing and 
Planning Council of Detroit, at its meeting. 

“This means that the difficulty of plan- 
ning” for metropolitan Detroit is greater 
than the difficulties that will be en- 
countered by any other large urban area 
in the country,” he said. “This may seem 
strange to some of you, because on a 
percentage basis the Pacific Northwest 
has had a far greater increase in popula- 
tion than the city of Detroit, and the 
same is true of the Los Angeles area. One 
would think that California’s problems, 
because of the population increase in the 
state of a million and a half, would be 
greater than those of Detroit. 

“A prosperous city is one in which you 
have a greater percentage engaged in 
trades, services and professions than you 
have in the city of Detroit. It is im- 
portant to remember that employment in 
manufacturing isn't necessarily the test 
of the productivity of manufacturing. In 
the city of Detroit it used to require about 
500 man-hours to produce an automobile 
in 1920. In 1940 a better automobile was 
produced in about 200 man-hours. Furth- 
ermore, the number of unskilled workers 
in the Detroit area has been increasing. 

“If the workers of the city of Detroit 
are going to be properly housed, and if 


you hope to provide shelter for most of 
them through private enterprise, they 
must have decent homes which they can 
rent at an average of $25 a month. And 
if private enterprise cannot or refuses to 
provide that rental housing at $25 a month 
or less, there is only one solution left as 
things stand, and that is public housing. 

“I have heard many arguments advanced 
against public housing the last 15 years, 
but I have never heard a single valid ar- 
gument advanced in the United States. 
What is public housing anyway? The 
land is acquired from private owners; it 
is appraised by private members of the 
real estate board; the project is designed 
by private architects; the contract is let 
to a private builder and probably to a 
private landscape firm; lumber and all 
other building materials are privately 
purchased. When all this private con- 
struction is completed, the project is 
turned over to a local agency for manage- 
ment—and we call that public housing. 
If, on the other hand, you go to a bank 
and get a loan which is guaranteed by the 
federal government, and if the builder 
constructs a building in which he has no 
investment of his own and on which he 
takes no risk, we call that private enter- 
prise. Aren't we getting a little mixed in 
our terminology? A friend of mine in 
the city of Chicago, a leading realtor, 
says there is no private enterprise in the 
house-building industry, since private en- 
terprise requires risk taking and the risk 
has been removed by the Government. 

“No, I have never heard a single valid 
argument advanced against public hous- 
ing in the United States, but there is a 
valid argument which merits considera- 
tion. Is public housing a subsidy offered 
to industry and business, permitting in- 
dustry and business to pay low wages? I 
have often said that when the income of 
workers is raised to the point where a 
private house is possible I will be opposed 
to public housing, but as things stand 
today there is no alternative for a con- 
siderable proportion of our population if 
you agree that they are entitled to decent 
housing.” 


y, all of Detroit and Robert B. Frantz 


WELLS I. BENNETT, A.I.A., Dean, Col- 
lege of Architecture and Design, Univer- 
sity of Michigan, in his 1943-44 Report 
to the President of the University, Dr. 
Alexander G, Ruthven, said in part: 

“Architecture. — Since forty-seven of 
our states and all the territories admit to 
the practice of architecture only after the 
examination of each individual for pro- 
fessional fitness, based legally on respon- 
sibility for public health and safety, 
standards of architectural education are 
obviously of high importance. Today, the 
technological demands of architectural 
practice are indeed complex, and pro- 
fessional competence must be based on 
sound fundamental training in a profes- 
sional school. The state of Michigan was 
a pioneer in the registration of architects. 

“Ann Arbor Conference.—On October 
16 and 17, 1943, a voluntarily formed group 
of practicing architects and men from ar- 
chitectural schools met on invitation in 
Ann Arbor. The schools represented were 
Harvard University, University of Minne- 
sota, and the University of Texas. Prac- 
ticing architects came from San Francis- 
co, Washington, D. C., Chicago, and the 
state of Michigan. The sessions raised 
and discussed certain pressing current 
problems in architecture. Dean Wells I. 
Bennett was elected chairman. The spirit 
of the whole program was informal as it 
had been felt that the group must meet 
in order to make a beginning, and, if pos- 
sible, define its problems so that they 
might profitably be studied. There was 
a definite desire to avoid the organization 
of another professional group in addition 
to the present long-established American 
Institute of Architects, the Association of 
Collegiate Schools of Architecture, and 
other professional societies. It was felt, 
however, that this meeting should have 
continuity. It was voted that the title, 
‘Ann Arbor Conference,’ be made definite 
and continuing and that there should be 
later meetings, probably one each year. 
Ann Arbor was the preferred location. 
Mr. Branson V. Gamber, architect, of De- 
troit, was elected chairman for the coming 
year.” 
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ARCHITECTURE—A SOCIAL SCIENCE 


By JOHN SUMMERSON, Director of Britain's National Building Record 


No ARCHITECTURAL PRACTICE ceased more than five years ago in Britain, 
built during that period which did not bear dire 

structed except factory and aerodrome buildings, 
special war-time construction is of considerable i 


to the condition of architecture in Britain in 1939, and to give an idea of 


young British architect carried away with 
him when he joined the Forces and which 
he means to realize when he gets back 
to civil life and the drawing-board. 

The young British architect has been 
a realist since the economic depression 
of 1929-31, when the possibilities before 
a man or women entering the architec- 
tural profession changed profoundly in 
character. He is probably far more of a 
realist than his contemporaries in other 
professions, He sees clearly the prob- 
lems which architecture must solve: in 
the task, first of all, of providing housing 
for the people, and of providing it in such 
a way that Britain’s obsolete towns are 
invigorated and transformed into healthy 
social organizations. 

The young architect places the social 
obligations of architecture very high. 
There are of course, older men also whose 
appreciation of present conditions is acute 
and practical, but in the case of the young- 
er men who received their training from 
1931 onwards, it is safe to generalize. They 
are almost unanimous in their interpre- 
tation of the proper aims of architecture 
as being social in character. Equally they 
are emphatic in their opinion that the 
architectural profession must be so organ- 
ized and employed that it can effectively 
earry out these aims. 

I was a student of architecture in the 
University: of London from 1922 to 1927. 
Prospects and ideals were very different 
then. Each of us in the school hoped 
that when we had finished our course 
and spent a short time as draughtsmen 
in architects’ offices, we should find 
“clients.” Once we had our first client 
we should set up an office and hope to 
build up a “practice,” securing the patron- 
age of more and richer men and building 
more and bigger private houses and of- 
fices. 

Looking back on those days is like 
looking back on another world, so com- 
plete has been the change in aim and 
outlook. The change was largely due to 
the effects of the world depression of 
1929-31. It took two forms—artistic and 
economic—and we soon found the two to 
be inseparable, 

Curiously enough, we became aware of 
the need for a revolution in architecture 
as an art before we fully realized the eco- 
nomic implications involved. The experi- 
mental “modern” architecture of the 
began to interest 
British architects from about 1927 on- 
wards. Interest in the aesthetic aspect 
of these new manifestations led us to- 
wards a broader consideration of the pur- 
pose of architecture—and also of town- 
planning. 

We began to ask ourselves, what is the 
real function of the architectural pro- 
fession in the community? Is it to be 
the dependent of a rich upper class of 
patrons as it has been since the 17th 
century? (That part of the question 
answered itself because the wealth of the 
patron class was fast disappearing under 
heavy taxation.) Or is it, we speculated, 
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canteens and emergency housing for workers. 
interest and I shall return to it later. 


Nothing has been 


ctly on the war; that is nothing whatever has been con- 


Some of this 
But first I want to refer 
the hopes and aspirations which the 


to be the servant of the whole commun- 
ity? That seemed to be the right answer, 
and from that we were compelled to argue 
that just as the architect’s skill should 
be at the service of the community, so 
the community should be the architect's 
patron and employer. The best archi- 
tectural brains should be employed by 
government departments and municipal 
authorities to design new housing for the 
workers which, during the 1930’s, was one 
of the principal demands of public opin- 
ion. 

Whereas the ideal of the student of 1925 
was to build a luxury house for a rich 
man, the ideal of the student of 1935 was 
to plan a housing-scheme, with schools, 
clinies, theaters and social clubs, for a 
great industrial town. Incidentally, 
whereas the student of 1925 would hope 
to spend at least one of his holidays 
among the lakes and villas of Italy, the 
student of 1935 would certainly aim at 
making at least one trip to see the new 
buildings in the north of Europe. 

All this will help the reader to under- 
stand the point of view of the architect 
who had reached any age between 25 and 
35 in 1939. His objectives are very defi- 
nite. On the one hand, he wants to see 
the profession so organized that it takes 
its full share of reconstruction in the 
sense of imaginative planning, on the 
broadest scale, for the housing, education 
and welfare of the people. On the other 
hand, he wants to build an advanced and 
ambitious type of architecture, making 
full use of new aesthetic ideas in com- 
bination with new materials and the 
fruits of scientific research. 

This brings me to the important ques- 
tion of style, The “modern” has only a 
very limited appeal; it is “architect’s ar- 
chitecture” and has nothing to say to the 
ordinary man and woman, who may 
properly expect new buildings to add 
some new and easily comprehensible in- 
terest to their surroundings. 

British architects have experienced the 
difficulty—as also have overseas archi- 
tects no doubt—of executing this “mod- 
ern” architecture in such a way that it 
retains its subtle qualities after the pass- 
age of a few years. It is a common ex- 
perience for a “modern” block of flats, 
which looked very fine in photographs 
taken at the date of its completion, to 
present the appearance a few years later 
of a derelict factory, In Britain we are 
well aware what some of these buildings 
look like after years of war-time economy 
on maintenance, to make matters worse, 

However, the younger British architect 
is quite set against any return to “tradi- 
tional” styles, or any compromise with 
academicism. He feels that it should be 
possible to evolve, from the “functional” 
analysis, a style as fully capable of elo- 
quence as one involving the use of classi- 
cal ornaments. He feels too, I think, that 
“modernism” to some extent symbolizes 
his social point of view, in distinct con- 
trast to the dilettantism and style ex- 


ploitation which prevailed in British ar- 
chitecture not so very long ago. 

Certainly the most interesting buildings 
of the years between the two wars were 
those which were “modern” in spirit. 
They included a number of blocks of flats 
of middle-class character, some private 
houses in town and country, some schools 
and hospitals, and a very interesting 
health-centre in one of the London bor- 
oughs. In the case of large working- 
class housing schemes, architectural style 
was, broadly speaking, more conservative; 
though a notable exception was the very 
large scheme at Leeds which was not only 
strictly modern in style but constructed 
(1937-38) on the Mopin system of pre- 
fabricated reinforced concrete. 

Buildings required in Britain for the 
prosecution of the war have not, I think, 
produced anything of exceptional origi- 
nality other than in minor technical in- 
genuities all prompted by the scarcity of 
this or that material, By far the most in- 
teresting work has been done in connec- 
tion with the desperately urgent need 
for more housing. This has resulted in 
the yery close study of pre-fabrication. 
One type of Tactaty -huilt house is already 
in production and is being erected on 
bombed sites in London, 

It is built of a steel frame enclosed in 
steel sheeting, and lined internally with 
suitable insulating materials. It is a fam- 
ily house, containing a good-sized living 
room, two bedrooms, kitchen, bathroom, 
etc, and is well equipped for heating. 
This however, is not the only type under 
consideration and some other very re- 
markable models have been produced. 
In fact the whole subject is under con- 
tinual scrutiny, and pre-fabrication, 
which before the war was almost entirely 
a theoretical and academic study, is weil 
on the way to taking an important and 
permanent place in future plans. 

Cultural aspects of architecture have 
not been forgotten during the war. Sev- 
eral books have been published, some 
dealing with the architecture of the past, 
others attempting to assess the present 
position and state of problems of the fu- 
ture. Of exhibitions and lectures there 
have been many throughout the country, 
and there are quite astonishing signs of 
a new and popular interest in architecture 
of every kind. Any book on architecture 
published in Britain at the present time 
is certain to be scarce within a few weeks 
of its appearance. 

But, so far as architecture is concerned, 
World War II is still a great interruption. 
It is, however, an interruption which 
offers a very definite objective. The ar- 
chitect now in the army, navy or air 
force, wants to see architecture working 
as a public service. Architectural depart- 
ments responsible for housing, school and 
hospital building must be greatly expand- 
ed and improved, 

He believes in the well-organized team 
of architects rather than in the individual 
practitioner. 
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Alabama 


A student, branch of the Alabama Chap 
ter, ALA, has been established at Ala- 
bama Polytechnical Institute at Auburn, it 
is announced by Clyde C. Pearson, A.LA., 
of Montgomery. 

Such student chapters are most helpful 
in aequainting architectural students with 
the Institute and furthering the interests 
of students in the profession. 

Mr. Pearson reports that Alabama archi- 
tects have high hopes for the future of 
Auburn’s Department of Architecture and 
Allied Arts, as Dean Turpin C., Bannister 
is well qualified for his new position and 
most enthusiastic, 

Bi Fie 

GADSDEN, ALA.—Paintings by Pro- 
fessor Joseph Marino-Merlo, of the ap- 
plied art department at API, and Harry 
Lowe, III, of Opelika are being exhibited 
by the art department of the Woman’s 
Club in Gadsden. 

The exhibit includes ten water colors 
by each artist depicting everyday subjects 
familiar to all Alabamians, Imagination 
and a delightful sense of humor charac- 
terize the work, 

The Auburn professor is president of 
the Alabama Art League and a musician 
of note. His work has been described 
in the New York Times by art critice How- 
ard Devree as “bold, well considered art.” 

Mr. Marino-Merlo has been praised by 
critics for the best art journals in the 
country. His paintings have been dis- 
played in numerous exhibits in various 
sections of the United States. 


Paul Williams, Author 


Paul R. Williams, A-LA,, 1271 W. 35th 
St., Los Angeles 7, Calif., is the author of 
a new book, “The Small Homes of To- 


morrow.” It includes 
more than 40 different 
elevations with floor 


plans designed for a 
minimum of construc- 
tion and maintenance 
cost. The book illus- 
trates and gives special 
treatment to the kitch- 
en, bathroom, and gar- 
den. The author asserts 
that in the postwar per- 
iod many families will 
still want their homes 


ara Hit Mr. Williams 

tailor y an architect. “Pleasing as- 
Murray & Gee, Inc, semblage of 
Hollywood, are the pub- parts, not as- 


lishers, sem i 
Probably no other ko saree zene 
arehitect on the Pa- 
cific coast has achieved greater success 
in domestic architecture than has Mr, Wil- 
liams. His work has received national 
recognition, a tribute particularly note- 
worthy in view of the handicaps which 
he faced at the start of his career. He 
was fortunate in being able to work for 
and with such capable architects as Reg- 
inald D. Johnston and John C, Austin. 
His work, which has been widely pub- 
lished, reflects the fine understanding for 
good design which he possesses, Modern 
architecture is today divided into two 
groups, contemporary and modern. Paul 
Williams very definitely leans toward the 
former, basing his formula upon the be- 
lief that good architecture is still “the 
pleasing assemblage of parts and not the 
assembly of pleasing parts.” 
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New York 


Stephen F. Voorhees, F.A.LA., the first 
president of the New York Building Con- 
gress, presided at its 24th 
annual meeting in Hotel P 
Astor, April 24, Robt. D. 
Kohn, F.A.LA., also a 
past president presented |, 
nominations for new offi- 
cers. 

Beardsley Ruml, chair- 
man of the Federal Re- 
serve Bank of N.Y. and 
treasurer of R. H. Macy & 
Co, spoke on “What 
should the Federal Gov- 
ernment do to stabilize 
construction.” Cocktails 
house. 


Voorhees 


were on the 


+ * * 


J. ANDRE FOUILHOUX, AJIA., was 
given a special citation by the N.Y. Chap- 
ter recently. It read: 

“Architect of many distinguished build- 
ings of international renown. Competent 
designer, sensitive engineer, and generous 
servant of the Architectural Profession. 
At the expense of time and energy, which 
only one rich in ability and experience 
could possibly afford,, he has accepted the 
leadership of the Construction Industry in 
New York City—the Presidency of the 
New York Building Congress. 

“The Chapter hereby expresses its ap- 
preciation of these services which have 
contributed to the prestige of the Profes- 
sion,” 

The citation was signed by Arthur C. 
Holden, President and Otto F. Langmann, 
Secretary of the Chapter. 

* 


* + 
G, W. in Collier’s Magazine 


AN ARCHITECT IN A MANHATTAN 
FIRM felt it was time he had a vacation. 
The firm, however, was expecting a big 
order and didn’t want him to take a 
vacation. But the man went, anyway, 
leaving a distant forwarding address. 

Well, the order came in and the boss 
telegraphed this architect to come back, 
but quick, There was no reply. The firm 
sent a more urgent message, The answer 
was a terrific silence. A third and vitriolic 
wire went out and to this there was a 
response, 

“Proceed,” advised the vacationer, “as 
though I were dead.” 

* + * 


INTRODUCING JOSE FERNANDEZ, 
A-LA. If you do not know what AIA. 
signifies, may we say that it is not a 
government agency but 
American Institute of 
Architects, Mr. Fernan- 
dez is the architect who 
did the little gem of a 
furnishing shop, Rich- 
ard’s, in Greenwich Vil- 
lage, N.Y., among many 
others, which since has 
received notice and il- 
lustration in the famous 
Architectural Record, 
GS Spare Parts has seen 
sketches of a big job in 
Inoiengpolia that should 

soon under way, 

Aine A which will be one of the 

outstanding men’s wear 
edifices in the country from the stand- 
point of architectural beauty and high ef- 
ficiency.— Men’s Wear. 


Mr. Fernandez 
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THE NATIONAL COUNCIL OF AMER- 
ICAN-SOVIET FRIENDSHIP, through its 
architects’ committee, held an American- 
Soviet building conference in NYC on May 
4-5 to provide an initial exchange of in- 
formation among architects, engineers and 
others in the American building field and 
the group of Soviet engineers now study- 
ing American construction achievements. 

The panels, along with their chairmen, 
were: Building industrial organization in 
both countries, Andre Fouilhoux, pres- 
ident, New York Building Congress; pre- 
fabrication, Morris Sanders, technical 
committee chairman, New York chapter 
of American Institute of Architects; in- 
dustrial buildings, Roland A. Wank of 
Albert Kahn Associates, and mechanical 
system and utilities of the small house. 
Vincent T, Manas, technical division, Fed- 
eral Public Housing Authority. 

* * * 


FRANK MENENDEZ of San Juan, Puer- 
to Rico, senior in the Columbia Univers- 
ity School of Architecture has been 
awarded the ninth annual Henry Wright 
Memorial prize in architecture for his de- 
sign of a War Veterans Rehabilitation 
Center. Last year he won the Sherman 
prize in architecture. 

* * * 


DODGE and MORRISON, architects in 
New York City for over 45 years, with 
offices at 299 Broadway, have retired, and 
named the firm of John B. Snook Sons, 
at the same address as their successors. 
Mr, Dodge has a life-long engagement 
with the Government and Mr. Morrison 
has moved to Southern California. 

Both members emeritus, A.I.A,, Mr. 
Dodge is a past president of the Brooklyn 
Chapter and Mr, Morrison was a member 
of the New Jersey State Board of Arch- 
itects. 

* . » 

THE BROOKLYN SOCIETY OF ARCH- 
ITECTS, will continue to center its activi- 
ties around patriotic projects and post 
war planning, Leo V. Berger, elected pres- 
ident for his second term has announced, 

He was reelected and installed at the 
17th annual dinner of the organization. 
Other officers seated were: Irving Selig, 
lst vice president; Dominic Salvati, 2nd 
vice president; Arnold W. Lederer, sec- 
retary; Hi Finkelstein, financial sec- 
retary and Harold Dangler, treasurer. 

* . » 

THE 16-YEAR-OLD Westchester Coun- 
ty Society of Architects passed out of 
existence February 21 and merged with 
Westchester Chapter, A.LA, 

Fifty of the 70 society members beeame 
chapter members, and the others are ex- 
pected to join. Many of the members are 
in military service or working on war 
projects, 

+ * + 

DANIEL PAUL HIGGINS of Eggers & 
Higgins, architects, has recommended 
creating an organization to be called the 
Building Council of America, the purpose 
of which would be to help meet the post- 
war problems of the construction industry. 

Suggesting that it should invite all free 
enterprise advocates, public and private, 
in this group, he urges architects, engin- 
eers, labor leaders, owners, producers and 
leaders to join. In addition, he said, the 
government should be invited to name 
representatives to the council. 
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NEW, COMPLETE SERVICE— 

CHURCHILL-FULMER, ASSOCIATES, 
56 W, 45th St., N.Y.C. 19, announce a new 
and complete service extending from pre- 
liminary economic analysis through plan- 
ning, architecture, engineering, construc- 
tion and management, thus giving the 
client a unified service in four separate 
but interdependent fields. Problems of 
city and community planning, housing and 
industry are studied first from a fiscal 
and economic approach and the planning 
that folows is thus anchored to a solid 
foundation, 

An outline of this unusual service is 
presented in an impresive brochure, listing 
the personnel and their background. They 
include, besides Mr. Henry S. Churchill, 
O. Kline Fullmer, architect; Homer Hoyt, 
economist and Raymond Bowers, builder. 

This is a credit to the profession and 
an answer to the question, has the archi- 
tect lost his status as a master builder? 

* * # 

A strong plea for “one voice” in the 
architectural and the engineering profes- 
sions was made here at the seventy- 
seventh anniversary dinner of the New 
York chapter, The American Institute of 
Architects, by Major Irving V.A. Huie, 
New York City Commissioner of Public 
Works, who declared that since both pro- 
fessions were so closely allied, such action 
was essential to advance their standings 
in the community. 

Major Huie explained that in New York 
City there were nine separate professional 
architectural organizations. “In the United 
States, there are about 14,700 licensed 
architects; 5,000 of these are members of 
the American Institute of Architects, and 
there are approximately 2,000 other arch- 
itects who are members of other separate 
professional organizations,” he said, 

“With over ninety separate organiza- 
tions representing the engineering profes- 
sion, and with a similar number repre- 
senting the architectural profession, there 
is little chance for the more than 250,000 
professional technical men being effec- 
tively heard.” 

Joseph D. Leland, president of the Bos- 
ton chapter, A.LA., and William’ Roger 
Greeley, past president of the same group 
discussed the “Greater Boston Plan.” 

* 


Difficulties are being encountered by 
architects and builders in preparing pro- 
jects for post-war developments, accord- 
ing to Perry Coke Smith, due to the 
fact that up to the present time there 
has been little or no official planning at 
the local or neighborhood level. 

Mr, Smith is chairman of the commit- 
tee on civic design and development of 
the New York chapter, A.LA. The logical 
medium for coordinated effort by all in- 
terests affiliated with the projected enter- 
prise, he declared, is the New York City 
Planning Commission. 

“That body,” says Mr. Smith, “should 
clearly announce as its policy that no pub- 
lic or private agency operating under State 
or city laws shall receive the commission’s 
approval to proceed with a major recon- 
struction project unless an adequate 
neighborhood plan has been submitted for 
the area comprising the projected plan. 

He points out that architects, engineers 
and builders are recognizing that it is not 
possible to plan a successful individual 
building project without consideration of 
the probable development of the neigh- 
borhood, which is the natural framework 
in relation to which any new building 
enterprise, whether residential or commer- 
cial, private or public, must be designed. 


PHILLIPS BROOKS NICHOLS of White 
Plains has been elected president of the 
Westchester Chapter, American Institute 
of Architects. He replaces Kenneth K. 
Stowell of Bronxville. 


Other officers elected were: J, Bart 
Walther, Pleasantville, vice president; 
Frederick H. Voss, Yongers, secretary; 


Russel S. Johnston, White Plains, treas 
urer; Otto J. Gette, Yonkers; Theodore 
Richards, White Plains; Charles A. Dewey 
and George A, Boehm, Plaesantville; Per- 
cy Cashmore, Poundridge, and Louis Le- 
vine, Mount Vernon, directors, 


The Buffalo City Planning Association 
has issued a brochure on the city’s plan- 
ning problems. Handsomely illustrated the 
booklet should prove to be another step 
in that city’s program to educate its ci- 
tizens to a realization of what can be done 
toward a better city. James W. Kideney, 
past president of the New York State 
Association of Architects, has been active- 
ly interested in this field, 


In Connecticut — 


Harold Heath Davis, A.LA., 29, Whitney 
Ave., New Haven 10, Conn., is one of the 
correspondents for The Weekly Bulletin. 
He is assisted by Keith 
S. Heine, ALA., 101 
Mohawk Drive, West 
Hartford 7, Also as- 
sisting the assistant is 
Michael E. Laureno, 89 
Liberty St, Stamford, 
special representative, 
So, the Bulletin report- 
ing in Connecticut is in 
good hands and news 
from that area. should 
come through promptly 
and plentifully. 

Mr. Davis graduated 
from Syracuse Univer- 
sity, Department of Ar- 
chitecture in 1920, fol- 
lowing which he was 
employed in the of- 
fice of New Haven 
architects. From 1926 
to 1934 he practiced as a member of the 
firm of Davis and Walldorff, and since 
then alone. 

He is a member of Delta Upsilon fra- 
ternity, Conn, Society of Architects, New 
Haven Practicing Architects Assn., Conn. 
Chapter, A.LA., and Conn, Construction 
League, in which latter two he served 
as president. 

In 1934-37 he served as Conn. District 
officer of Historic American Buildings 
Survey. At present he is a member of 
the Architectural Examining Board. 

All of which seems to us a pretty good 
record of achievement for one 47 years 
of age. Bill Perkins is a good picker, and 
we trust the news will soon “perk” from 
all sections. 


Mr. Davis 


Fi Ba | 


RICHARD M. BENNETT, AILA., pro- 
fessor of design at Yale University, pre- 
dicted a high level building program to 
act as a shock absorber for postwar em- 
ployment, in an address entitled “The 
Future of Architecture,” the third in a 
series sponsored by the Yale School of 
Fine Arts on “The Arts and the Coming 
Peace,” in the Yale Art Gallery. 

“The only danger,” he warned, “is the 
growing trend toward standard plans and 
stereotyped solutions, inevitable with bu- 
reaucratic control. This situation will call 
for eternal vigilance on the part of the 
private architect everywhere.” 


BRIDGEPORT CHAPTER of Connecti- 
cut Society of Architects, will again join 
with those organizations sponsoring the 
Bridgeport Home Plan- 
ners’ Institute, serving 
the people of greater 
Bridgeport. Leonard 
Asheim, Chapter presi- 
dent, will discuss the 
aims of the 1945-46 In- 
stitute at the annual 
dinner-meeting to be 
held soon, 

The Home Planners’ 
Institute is headed by 
Gordon F. Christie, with 
offices in Stratfield Ho- 
tel, Bridgeport. As ex- 
plained by Mr, Christie, 
the Institute is a non- 
profit educational pro- 
gram being sponsored 
finanncially by loan- 
ing institutions, utility and lumber com- 
panies, stores and various other groups 
allied with home building. Its purpose: 
to provide for those interested the oppor- 
tunity to attend free classes on various 
subjects of home building. Meetings are 
to be scheduled bi-monthly in Klein 
Memorial from Sept. 1945 to May 1946, 

The last Institute, held in 1942-43 proved 
an all ’round success and a real benefit 
to those who desired to learn more about 
the proper planning of a home. 

Another subject to come up for dis- 
cussion at the dinner meeting is the de- 
sirability of a change in the annual meet- 
ing date from the Spring to the Fall so as 
to bring it closer to the annual meeting of 
the Connecticut Society of Architects. A 
committee to handle preparations for the 
annual outing will also be selected. 


Mr. Asheim 


Illinois 


The appointment of L. Morgan Yost, 
ALA., of Kenilworth as consulting ar- 
chitect to Household magazine was recent- 
ly announced by Nelson Antrim Crawford, 
editor-in-chief of that magazine. 

Household has a circulation of close 
to two million, largely among the smaller 
cities and towns of the country, 

Mr, Yost has written many articles for 
this magazine and sev- 
eral of his designs for 
homes have been pub- 
lished. He is now en- 
gaged in running a 
series of small house de- 
signs intended to bring 
about better planning 
and less haphazard ap- 
pearance in the small 
homes of America, Not 
only will he design 
homes himself for this 
series but jip, Wud aa 
engage other dis- 
tinguished architects na- L- Morgan Yost 
tionwide to design small homes for the 
series. 

Mr. Yost is also consulting architect to 
Bendix Home Appliances, Inc., of South 
Bend, manufacturers of the Bendix home 
laundry, and is designing a series of home 
laundry plans for them. 

Besides his connection with Household 
magazine, Mr, Yost is also associate editor 
of American Lumberman and architectur- 
al editor of Small Homes Guide and is a 
regular contributor to other national mag- 
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azines, among them American Home, Bet- 
ter Homes and Gardens, Parents’ Mag- 
azine, and to many professional magazines. 
He is a member of the Institute’s Com- 
mittee on Public Information. 
e è 


Chicago, March 24—Today The Chicago 
Sun salutes Jerrold Loebl, president of the 
Chicago Building Congress, for his out- 
standing work in planning and developing 
attractive housing for lower income 
bracket families. 

Loebl, who also is chairman of the board 
of National Housing Conference of Chi- 
cago, has declared that Chicago, without 
the expenditure of millions, but with vision 
and determination, can be rebuilt into a 
city in which it really would be desirable 
to live. 

His architectural firm, Loeb! & Schloss- 
man, 333 N. Michigan ave., designed the 
West Chesterfield project of the Chicago 
Housing Authority, Loebl envisions a city 
of homes located amid small parks and 
groves, with playgrounds and gardens to 
give the children a chance for wholesome 
and healthful recreation. 

Loebl, former president of the Chicago 
chapter of the American Institute of Archi- 
tects, lives with his wife and family at 
5861 Sheridan Road. 

* + + 

LEO STEIF has been wintering in Los 
Angeles. He has returned to Chicago at 
the beginning of this month. From Los 
Angeles he wrote, “Among other things, 
my office forwarded a copy of news letter 
to service men. The idea is a good one 
and I am sure that as the copies come 
forth, their editorial dignity will be im- 
proved upon. However, I have one import- 
ant criticism and that is age-old with the 
Chapter, to wit—one sees the same names 
in print constantly and without variation 
—the Chapter is not properly and fairly 
representing its membership.” 

+ * s 


PEREIRA & PEREIRA have moved to 
California body and soul, Bill Pereira 
signed a contract to produce two pictures 
a year for RKO. In addition he is carrying 
on his architectural practice at 7417 Bever- 
ley Blvd. Among his postwar projects, 
scheduled for early commencement, are 
three hospitals, and medical center, twelve 
theatres for various parts of the country, 
a “cinema city,” and a complete new mo- 
tion picture studios. 

Pereira is art director at Para- 
mount and a consultant for Paramount 
Pictures, Inc., in connection with the de- 
sign and construction of all theatres for 
Paramount and their affiliates ——Chicago 
Chapter’s service letter, “Since you went 
away.” 

* $ s 

CHICAGO HERALD AMERICAN is 
conducting a Better Chicago contest with 
$25,000 in prizes. 

Daniel Burnham, Jr., son of the famed 
Chicago planner and one of the city’s 
major architects will act as a chairman of 
the contest committee and as a jury mem- 
ber. Like Burnham, John W. Root, noted 
Chicago architect, and James C. Downs, 
Jr., realtor and chairman of the mayor’s 
committee on race relations, will serve 
both as committee members and jurors. 

Jerrold Loebl, prominent Chicago ar- 
chitect who is acting as adviser for the 
contest, will serve as a member of the 
contest committee. 

Walter Blucher, executive director, 
American Association of Planning Offi- 
cials and member of the City Planning 
Advisory Board of Chicago is another 
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juror. He formerly was associated with 
the Detroit City Plan Commission and was 
consultant to the housing division of the 
Public Works Administration. He has 
written numerous technical articles on 
city planning for magazines. 

The contest, approved by the A.LA., is 
for the best overall plan and for separate 
solutions to such problems as highways, 
transportation, neighborhood communities 
that may fit into the plan. 

* + 


CENTRAL ILLINOIS CHAPTER, A.LA, 
has elected Alan A. Laing of Champaign, 
president; Hamilton B. Dox, Peoria, vice- 
president; Earl Carlton Worthington, 
Springfield, secretary-treasurer, and as 
directors; Leo H. Pleins, Springfield; 
Archie N., Schaeffer, Bloomington, and 
Elbert I, Harrison, Peoria. 

: . 

ILLINOIS ENGINEERS ACT has again 
been submitted to the legislature—in same 
form as previously ruled unconstitutional. 
This time it contains an additional classif- 
ication, that of “Appraisal Engineer.” 


Illinois Housing Bills 


Chicago Daily Tribune of April 7, de- 
votes its lead editorial to “The Housing 
Bill,” asserting that the state senate has 
adopted a series of slum clearance bills 
that are not in the best public interest. 

Says the editorial, “By the exercise of 
a little intelligence they would have had 
no difficulty in separating the good from 
the bad. There is plenty of both. This 
is the editorial in part: 

“The land would then be turned over 
to the Chicago Housing authority. This 
agency, being a municipal government, 
can issue bonds, the interest on which is 
exempt from federal taxation. Perhaps, 
in addition, a federal guarantee could be 
obtained for the repayment of the loan. 
At any rate, the housing authority and 
its financial advisers believe it can borrow 
something like $90,000,000 at low interest 
rates. The money would be used to clear 
the site and erect new, light, sanitary, 
airy dwellings. In all, about 15,000 units, 
including both houses and flats, might be 
obtained for the money. 

“So far, so good, or at least not so bad. 
There is a housing shortage throughout 
the city, but the gravest shortage is in 
the area occupied by Negroes. Congestion 
is appalling. Almost all the buildings 
are old, many of them need repair, and 
many others are beyond repair. They 
are a menace to the physical and moral 
health of the occupants and, in some mea- 
sure, of everybody else in the commun- 
ity. The rents are high in relation to 
the accommodations offered. For all these 
reasons, and a lot more, we believe that 
the reclamation of these unsightly and un- 
sanitary slums on the south side is emi- 
nently desirable and should be given first 
consideration. 

“What cannot be justified is the ex- 
emption of the new housing from local 
taxation. These dwellings are not in- 
tended for destitute people and destitute 
people will not be accepted as tenants. 
The proponents of the plan are talking of 
rents at about $7 a room a month. The 
rate might have to be increased to $10 or 
more if the occupants, in their rent, paid 
their fair share of taxes for the support 
of the police and fire departments, the 
schools, the parks, etc., as every other 
tenant and house owner does everywhere 
else in the city. 

“On the theory that the properties will 


be owned by a municipal government they 
are to be exempted from this taxation and, 
instead, are to pay a so-called service fee 
of perhaps a tenth as much. That will 
create a discrimination which cannot be 
defended. On what theory can his gov- 
ernment say to one citizen earning $1,800 
a year that he must pay his full share to- 
ward the schooling of his children and 
say to another citizen, earning precisely 
the same income, that he will be spared 
the necessity of payin anything for the 
education of his? It doesn’t make sense. 
The first man lives in an old house that 
he provided for himself, but pays taxes; 
the community supplies a new house for 
the second man, who pays none. Who 
ean find justice in such an arrange- 
ment?” 
* * + 

LORING H. PROVINE, F.A.LA., of Ur- 
bana, Ill, at the Institute Board meeting 
in Atlantic City, presented a report on a 
proposed 144-page book, under Institute 
sponsorship, descriptive of the Home In- 
surance Building in Chicago: 

The Home Insurance Co, held a com- 
petition for the selection of an architect 
to design an office building for its use, 
and on March 27, 1884, the building com- 
mittee employed Mr. Jenney. 

A paper read by Mr. Elmer C. Jensen, 
F.ALA., at a meeting of the Chicago 
Chapter of The Newcomen Society, on 
Nov. 9, 1944 pointed out the building’s 
historical interest, stating that, “America’s 
greatest contribution to the world of ar- 
chitecture is the skyscraper. The man who 
pioneered the principle of skeleton con- 
struction was a Chicago architect, Wil- 
liam LeBaron Jenney. 

“It had a complete skeleton framework 
of iron, the columns supported the ex- 
terior wall loads as well as floor loads, 
and each had its own independent footing, 
The Carnegie Steel Company requested 
the honor of supplying the first skeleton 
building with the first steel beams ever 
made in the United States for building 
construction, 

“In an atmosphere of horse-cars, cobble- 
stone streets, outside stairways, and 
wood-masonry buildings, it was natural 
for people to be suspicious of any building 
as revolutionary as this skyscraper, Even 
the press picked up this melodramatic 
story and gave it full play.” 


War Memorials 
From Bulletin, Ill. Society of Architects 

The Bulletin’s editorial on postwar com- 
memorative monuments printed in the 
February-March issue has been responded 
to in two letters by men prominent in 
the architectural field; one, condemna- 
tory—the other voicing approval. 

William W. Wurster, recently appointed 
Dean of the School of Architecture at 
M.LT. takes particular exception to the 
editorial’s closing words where the sug- 
gestion is made that, since architects read 
the Hudnut criticisms attentively, the 
work of Hudnut as a once practicing ar- 
chitect be published in pictures and text 
to enlighten fellow architects on the Hud- 
nut conception. 

Mr. Wurster calls this an “implication 
that Dean Hudnut should be mute on an 
important subject in architecture for no 
other reason than that he is not a prac- 
ticing architect.” Mr. Wurster says furth- 
er... “the very creative ability would 
color and get in the way of an objective 
criticism and ever justify past perform- 
ance and seek to guide the object under 
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scrutiny in its own creative image.” (sic) 
. . . “Indeed, we lack honest professional 
criticism more than we lack designers”... 

Mr. Paul P, Cret, A.LA. War Memorials 
Committee writes: “I am glad your Bulle- 
tin agrees that the issue raised by Mr. 
Hudnut is not more than his personal view 
on a subject which has many aspects. To 
state as Mr. Hudnut does, ‘Among the 
thousands that have been built not one is 
beautiful...’ is not more than to say that 
he does not like them, and it would be 
useless to reply that Mr. Hudnut’s taste 
is not necessarily the standard by which 
all things are to be judged. He would 
not agree. As an argument it is of the 
same value as ‘I never did like tomatoes, 
therefore tomatoes are bad’.” 

The Bulletin’s opinion today coincides 
with the opinion expressed in the Febru- 
ary-March Bulletin. 


* * * 


L. C. HART, new president of Produc- 
ers’ Council, Inc., has recommended that 
the Federal Government adopt, at the 
earliest date consistent with the war ef- 
fort, a six-point program to build up a 
needed supply of building materials and 
products to permit the building industry 
to fill the need for early construction, 
thereby affording maximum employment 
in the postwar period, 

The plan includes the building up of 
inventories and the machines and pat- 
terns necessary, the priorities for plants 
and materials, the allocation of manpower 
and critical materials and the relaxations 
of restrictions to permit wholesalers and 
retailers to replenish their stocks. 

a we 

THE A.LA. BOARD of Directors will 
ask the Federal Government to give con- 
sideration to early demobilization to the 
Service personnel so badly needed in the 
technical field and building trades if an 
early resumption of building construction 
is to be realized. 

a ae 
DEPARTMENT OF ELEGANCE 
(From the News) 

In keeping with her conservative up- 
bringing, Elizabeth Katte Shrady obtained 
a dignified divorce from Henry Merwin 
Shrady, socialite architect, in Reno during 
the weekend.—New Yorker 


Indiana 


RALPH O. YEAGER, of Terre Haute, 
has been elected president of the Indiana 
Chapter, A.LA. Other officers elected 
are: Kurt Vonnegut, Indianapolis, vice- 
president; O, A. Tislow, Indianapolis, vice 
president; Fran E. Schroeder, Indianapolis, 
secretary and treasurer, and G. C. Wright, 
Indianapolis, director for three years, 

Mr. Wright is past president of the 
chapter, Other directors are John G. 
C. Sohn and John R. Kelley, Indianapolis. 

Yeager was elected regional director 
for the Great Lakes District, AIA., at 
the Institute’s recent convention. 

ro ae. 


A. GORDON LORIMER, Chief of Bureau 
of Architecture, Dept. of Public Works 
of NYC, gave an illustrated talk on mod- 
ular architecture at the Lincoln Hotel, 
Indianapolis. The dinner meeting, which 
was held on Friday, April 13, 1945, was 
under the auspices of the Producer’s 
Council of Indiana and was attended by 
Architects, Engineers, Contractors, Man- 
ufacturers, and their representatives. Ap- 
proximately 100 attended. 


THOMAS G. MEDLAND, architect, has 
announced that he has purchased the in- 
terests of the late Carl Horn and has open- 
ed an office at 216’2 Fourth street, Log- 
anspotr, Ind. 

Mr. Medland is a graduate of the archi- 
tectural school at the University of Notre 
Dame. He was employed four years at the 
Century of Progress Exposition in Chicago 
and later was with the firm of Skidmore, 
Owings and Merrill, Chicago, architects, 
for whom he served as resident engineer 
on Little Traverse Hospital at Petoskey, 
Mich., as well as other outstanding build- 
ings. 
ee * 
AGAIN IN “CIVIES’— 
Having just donned ci- 
vilian clothes after serv- 
ing in the United States 
Army air forces as a 
colonel, Edward James, 
of the firm of Burns & 
James, has been elected 
president of the Indian- 
apolis chapter of the In- 
diana Society of Archi- 
tects. Mr. James was an 
air corps lieutenant in 
World War L 


MISS GERALDINE FOSTER of Meta- 
mora, Ind., has been appointed secretary of 
the Indiana State Board of Registration 
for Architects by Governor Ralph Gates. 

* PE 

RICHARD C. LENNOX, A.LA. of In- 
dianapolis, has been promoted to the rank 
of major. He is in the Intelligence Service 
at Allied headquarters 
on the continent in Eu- 
rope. Mr. Lennox was a 
former reserve officer in 
the field artillery. 

Shortly after this 
country entered war he 
took: anti-aircraft train- 
ing at Fort Totten and 
was commissioned as a 
lieutenant. He was on 
duty in New England, 
had training in radar at 
Camp Davis and was ad- 
vanced to the rank of 
captain. He went over- 
seas in September and 
until recently was stationed in London. 


Michigan 
BRANSON V. GAMBER, of Detroit, was 


elected State Association Director of The 
American Institute of Architects at its 


recent annual meeting in Atlantic City. 
Matthew 


He succeeds 
W. Del Gaudio, of New 
York City. 

Gamber is a member 
of the firm of Derrick 
and Gamber, with of- 
fices in the Hammond 
Building, Detroit. He 
has served as president 
of both the Detroit 
Chapter, A.I.A., and the 
Michigan Society of Ar- 
chitects. In recent 
years he has served as 
a member of the Insti- 
tute’s national Commit- 
tee on Unification, and 
it was through the work 
he did in increasing 
membershipinthe 
Detroit Chapter to the second largest in 


the country that he was advanced to his 
new position. He is at present chairman 
of the Architects’ Civie Design Group of 
Metropolitan Detroit, which organization, 
under the direction of Mr. Eliel Saarinen 
of Cranbrook Academy of Art, is making 
studies of Detroit’s city planning prob- 
lems. He is also chairman jof the Ann 
Arbor Conference. He has made out- 
standing contributions to his architectural 
organizations, for which he was elevated 
to fellowship in the Institute about a year 
ago, 

Upon election to fellowship in the Insti- 
tute, his citation read; “Admitted to the 
Institute in 1926. A prominent practi- 
tioner of proven ability in executing large 
commissions, both public and private, he 
has been advanced to Fellowship in The 
American Institute of Architects for his 
efficient, intelligent and enthusiastic lead- 
ership in Institute affairs, and his con- 
stant and vigorous effort to advance the 
ideals of The Institute and his contribu- 
tions to city planning for the City of 
Detroit.” 


The Detroit Civil Service Commission 
announces the following examinations to 
fill positions on the staff of the City Plan 
Commission of the City of Detroit and to 
establish lists for possible openings in 
other city departments: 


Junior City Planner . .$2415-2760 


Intermediate City Planner . 3036-3450 
Junior Publicist ...... . 2700- 
Intermediate Publicist ........ 3450- 
Junior Social Economist ...... 2484-2760 


Intermediate Social Economist.. 3164-3450 

Applicant information may be obtained 
from the Detroit Civil Service Commis- 
sion, 735 Randolph Street, Detroit 26, 
Michigan. 


Grand Rapids Chapter 


Grand Rapids Chapter, A.LA., heard 
W. C. Randall of Detroit Steel Products 
Co., discuss modular design, at its dinner 
meeting in Hotel Pantlind, April 23, Roger 
Allen, editor, reported in the last issue 
of Architectonics, the Chapter bulletin. 

Says Roger: “Mr, Walter J. Torbet, the 
friend of all thirsty architects (the only 
kind there is up to the time of going to 
press) and the man who won inmortal 
fame by bringing a half pound of butter 
down to the banquet of the MSA at De- 
troit and depositing it on the speakers’ 
table for the use of persons allergic to 
uncolored margarine, was also present in 
person, as was Mr. Lou Jenks, also of 
Fenestra and also in person, and what a 
person, and Mr. Bill Steele of the Morman 
Company, who has some vague connec- 
tion with Fenestra, also attended.” 


Address Change 


The firm of Hyde and Williams, Archi- 
tects, 3105 E. Grand Blvd., Detroit 2, has 
been dissolved. Arthur K. Hyde and John 
A. Williams have joined the organization 
of Giffels & Vallet, Inc., L. Rossetti, As- 
sociated Engineers and Architects, and 
should be addressed at 1000 Marquette 
Bldg., Detroit 26. 


WANTED 


Architectural draftsmen, designers, engineers, 
for Detroit and Atlanta. Address the Bulletin, 
giving particulars. 
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GREAT LAKES DISTRICT of the In- 
stitute now has four members on the 
board of directors. They are Ralph O. 
Yeager, of Terre Haute, Ind., Regional Di- 
rector; Alexander C. Robinson II, of 
Cleveland, Ohio, Secretary; Charles F. 
Cellarius, of Cincinnati, Treasurer, and 
Branson V. Gamber, of Detroit, State As- 
sociation Director. 

When an Institute officer, visiting the 
Detroit Chapter, said the Great Lakes Dis- 
trict could almost swing the Institute, 
our then Detroit Chapter president, Bill 
Kapp, replied, “What do you mean, the 
Great Lakes District? The Detroit Chap- 
ter can swing it!” Another Institute of- 
ficer said that when he heard some chap- 
ter say they could not do something, 
he answered, “Why not? The Detroit 
Chapter did it.” Pardon us, we're not 
bragging. It’s all in fun, and what fun! 

* * + 

ROGER ALLEN, of Grand Rapids, was 
missed at the recent Institute Convention. 
Everybody was asking where that fellow 
Allen was. He happened to be on a 
speaking tour: the Variety Club, in his 
home town; In Ohio, with Charlie Fire- 
stone and in New York City. At the latter 
place he met with Howard Myers, pub- 
lisher of Architectural Forum (another 
card). Myers wants Allen to write a 
letter to the Forum every month, says 
when he writes every other month he is 
bothered with a lot of people who want 
to subscribe to the Forum on an every- 
other-month basis. Myers dumfounded 
Mrs. Allen by sending her orchids with a 
card, “To the long-suffering but faithful 
bride of the world’s second-worst 
comedian.” 

According to Myers, Allen showed him 
an article which Hughes refused to pub- 
lish, to which Myers said, “If Hughes did 
that I believe that he has quit publish- 
a * * * 

DETROIT—An all-time record of regis- 
trants for an architectural competition of 
its type has been made in the $55,000 
competition for automobile dealers’ places 
of business, sponsored by General Motors 
Corporation. Every state in the United 
States is represented as well as Canada, 
Hawaii, Alaska and members of the armed 
forces overseas, 

The total of registrants has passed 4,300, 
five months after the contest was first 
announced, according to M. E. St. Aubin, 
director of the GM SERVICE Sec- 


fh. Agel ing 


EMIL LORCH, F.A.1.A., of Ann Arbor, 
sent a communication to the Institute 
Board, turning over to the Institute treas- 
urer the funds remaining from the former 
Architectural League of America. The 
late Adolph Eisen, A.L.A., of Detroit, was 
the last treasurer. 

Ralph C. Kempton, A.1.A., of Columbus, 
Ohio, brought to Convention a photograph 
of the group, taken in Detroit, about 1905. 
Delegates identified many in the picture. 
Mr. Kempton loaned the photograph to 
the Bulletin and we plan to publish it in 
a future issue, requesting further identi- 
fications. 

e. s 

ELIEL SAARINEN, F.A.LA., was the 
speaker at fhe last of a series of meetings 
under the jéint sponsorship of the Detroit 
Public Library and the Citizens’ Housing 
and Planning Council, in the auditorium 
of the Main Library, May 8. 

Clair W. Ditchy, president, Detroit 
Chapter, A.IA., and a director of CHPC, 
presided. 
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Nebraska 


WM. L. STEELE, F.A.1.A., of Omaha, 
has been elected chairman of the Ne- 
braska State Board of Examiners for Pro- 
fessional Engineers and Architects, Other 
officers elected for the ensuing year were 
A. L. Turner, Ohama engineer, vice- 
chairman, and Roy M. Green, Lincoln en- 
gineer, secretary. 


Soviet Friendship Council 


George H. Miehls, Vice President, and 
Roland A. Wank, Chief Designer of Al- 
bert Kahn Associated, Architects and En- 
gineers, Inc., participated in a conference 
sponsored by the Architects’ Committee 
of the National Council of American So- 
viet Friendship, Inc., at the Engineer’s 


. Club of New York City on May 4 and 5. 


Others attending the two-day confer- 
ence planned for the mutual aid of the 
industrial construction industry of the 
two countries, included Donald Nelson, 
former chairman of the War Production 
Board; Captain J. A. Krug, present chair- 
man; Henry J. Kaiser, and other leaders 
in the American and Russian industrial 
scenes. 

Mr. Miehls appeared before an open 
forum of the industrial panel of the con- 
ference presided over by Mr. Wank. He 
reported on the various factors governing 
the location of an industrial project, par- 
ticularly in relation to transportation, 
manpower, utilities, expansion possibili- 
ties, ete.; personnel facilities such as cafe- 
terias, hospitals, locker room arrange- 
ments; methods of construction; archi- 
tectural and structural design; types and 
installation of mechanical equipment; col- 
or surfaces as a morale factor; and other 
items which has made American industry 
the greatest in the world, both in war and 
in peace. His presentation was supple- 
mented by slides and motion pictures of 
specific projects from inception to com- 

letion, including some of the nation’s 
argest war plants, 


Ohio 

STANDISH MEACHAM, Cincinnati ar- 
chitect and past president of the local 
chapter of the American Institute of Ar- 
chitects, has been elected president of the 
Ohio Planning Conference. Sherwood L. 
Reeder, director of the master planning 
Commission, was named secretary- treas- 
urer, 


* $ * 


A, GORDON LORIMER, chief of New 
York City’s Bureau of Architecture told a 
recent joint meeting of Cincinnati archi- 
tects and producers that the postwar 
period present an unprecented challenge 
for the construction industry, to provide 
American communities with better build- 
ings at lower costs. More than 225 at- 
tended the meeting. 

* * * 


CHAS. F. CELLARIUS was honored at 
a joint meeting of the Cincinnati Chapter, 
A.LA., and the Producers Council, when 
he was awarded a fellowship certificate. 
The fellowship awards have always been 
made at the arinual meeting of the In- 
stitute, but because of the war condi- 
tions, local chapters have been allowed to 
make the awards. 

The certificate, presented by Frederick 
W. Garber. another fellow, was accorded 
Cellarius “for his outstanding qualities as 


a practitioner in adhering to the highest 
ideals of the profession and for his con- 
structive suggestion and preserverance in 
promoting the local state and national 
organizations of the A.LA.” 

w ANR 


CHARLES E. FIRESTONE, has been 
elected president of Canton, Ohio Rotary 
Club. ve 

Mr. Firestone, active in many civic pro- 
jects, recently served as chairman of the 
Y.M.C.A.’s_ successful membership cam- 
paign. He is a partner in the architectural 
firm of Firestone & Motter and is a mem- 
ber of the State Board of Examiners of 
Architects. 


* * s 


PROF. SHERLEY WARNER MORGAN, 
director of the School of Architecture 
of Princeton University, addressed the 
annual dinner meeting of the Princeton 
Club of Central Ohio at Columbus re- 
cently. 

A fellow of the American Institute of 
Architects and former president of the As- 
sociation of Collegiate Schools of Archi- 
tecture, Prof. Morgan is a practitioner as 
well as a teacher of architecture. He has 
designed numerous structures, including 
public and industrial buildings and houses. 


Louisiana. 


At a meeting of the North Louisiana 
Chapter, A.LA., April 13, Theodore A, 
Flaxman, of Shreveport, was elected pres- 
ident; L. Milton King, of Monroe, vice- 
president, and Samuel G. Wiener, of 
Shreveport, secretary-treasurer. 


za 


e Wm, L. Blanchard 
Co., founded 85 years ago, 
is well staffed with men 
who possess wide technical 
knowledge and experience. 
Consult us now on your 
plans for industrial, com- 
mercial and institutional 
building. Inquiries also wel- 
comed from firms desiring 
help on alteration and main- 
tenance problems. 


Send for illustrated brochure 
“Building for Four Generations” 
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Texas 


THE FIRST PUBLIC LECTURE devel- 
oped by your public relations committee 
has been developed and produced to a full 
house. The committee timidly agreed that 
with the lecturer properly considered and 
all that fifty would be a crowd. However, 
they soft pedaled the personality of him 
or them who done it and over three hun- 
dred souls hovered around the entrance to 
“Your Next House.” Cards from those 
present suggested all kinds of ideas for 
future and continuing programs. The com- 
mittee is at work on the continuity and 
this month the next lecture occurs. 

The amazing thing is that many of those 
present were interested in talking to the 
architects about future plans and commis- 
sions—and only a few of theme were 
present. When will we learn ?—128th 
Paragraph of the Centra] Texas Chapter, 
ALLA. 


Utah 


SALT LAKE CITY—The American is 
being “oversold” on what to expect in 
postwar houses and a lot of sensational 
promises are doing a “disservice” to the 
public by leading them to expect things 
in postwar houses that will be financially 
impossible for the average home owner to 
attain. 

That is the opinion of R. Lloyd Snedaker, 
778 11th ave., president of the Utah Chap- 
ter, American Institute of Architects, on 
what is in store for people in Salt Lake 
City who plan to build “the house of the 


war houses are prohibitive from a cost 
point of view to the average person who 
is planning on building a new home. 

“Architects and draftsmen throughout 
Utah are always being asked to embody a 
highly promoted new feature when draw- 
ing up plans for a new home,” he said, 
“but what the reading public does not 
find out, nor is it shown in the promo- 
tion literature, is the tremendous cost of 
such innovations.” 


Film Exchange 


Joe Smay, A.LA., University of Okla- 
homa, Norman, Okla., suggests that archi- 
tects might form a central bureau for the 
exchange of colored motion picture film. 
Stating that duplicates can be made for 
as low as 22 cents, he offers to act as the 
central agency. It is his belief that many 
amateur photographers among the archi- 
tects would be interested in acquiring 
films of others, for which they would ex- 
change their own. 


N. Max Dunning 


N. Max Dunning, 71, architect advisor 
to the Commissioner of the Public Build- 
ings Administration and nationally known 
architect, died April 19 in Washington. 

An organizer of the Architectural 
League of America and architect of the 
famous Furniture Mart in Chicago, as well 
as numerous hotels and other buildings. 

Surviving are his widow, Mrs. Ann Wil- 
son Dunning, of Laguna Beach, Calif.; and 


DEATHS 


JOHN AUGUR HOLABIRD, F.A.LA,, 
in Chicago, on his 59th birthday, May 4. 
Grad. Hill School, Pottstown, Pa., ‘03; U 
S. Military Academy, ’07; Engineer's 
School. Washington Barracks, %09; Ecole 
des Beaux Arts, Paris, 13. Began prac- 
tice in Chicago, 13; Holabird & Roche 
until °19, later Holabird & Root, with 
offices at 333 Michigan Ave. Lt. Col. U. 
S. Army, ‘18-19; Awarded D. S. M. Mem- 
ber Architectural Commission, Chicago 
World’s Fair, ’33. Architect for Chicago's 
Palmer House, Stevens Hotel, Palm Olive 
Bldg., Daily News, Board of Trade, Grant 
Park Stadium, (Soldier’s Field); Ramsey 
County Court House, St. Paul, Minn.; 
Washington Statler and many other im- 
portant buildings. Director, Chicago Art 
Institute; Trustee, John Crerar Library, 
Newberry Library, Morton Arboretum. 

K K 


LEON N. GILLETTE, F.A.LA,, 67, in 
New York City, May 3. Born Malden, 
Mass., studied at Univ. of Minn.; Violinist, 
Minneapolis Philharmonic Orchestra; En- 
tered U. of Penn, ’97, received certificate 
’99. Studied at Masqueray’s Atelier at 
night. Entered Ecole des Beaux Arts, 
Paris, ’01, received diploma ’03. Was chair- 
man of jury to choose architects eligible 
for municipal appointment, NYC, ’37. 
Former prest. N. Y. Soc. of Beaux Arts 
Architects. Work: First Nat'l Bank, East 
River Sav. Bank, Fuller Bldg., Industrial 
Trust, Nat'l City Bank, all in NYC; Nat'l 
City Bank in Havana, Paris, Buenos 
Aires, Panama and Puerto Rico; Indus- 


future” in the immediate postwar years. 
Mr, Snedaker pointed out that many 
Springs, Ark. 


The New AUTHORITY on 
GREASE INTERCEPTION 


The Josam Manual‘A” on “Grease Inter- 
ception” gives you just about everything 
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Tells about flow rates and their control. 
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two brothers, Hugh B. Dunning, of May- 
wood, Ill., and Frank Dunning, 


trial Trust, Providence, R. I., and many 
others. Awards: A.L.A, medal for Apart- 
ment House Design, °10; Gold Medal, 
Archt. League of N.Y., ’22; Gold Medal, 
A.LA., '25; Certificate Downtown League, 
N. Y., '27; Medal, Pittsburgh Glass Institute. 

LT, COL, DAVID HARMON, 36, killed in action in Germany, 
April 7. Son of Arthur Loomis Harmon, F.A.LA., 11 E. 44th 
street, NYC. 

CAPT. WALTER HUTCHAUSEN, A.LA., 41 killed in action 
in Germany, April 2. Grad. U. of Minn., Harvard Univ. Director 
of design, School of the Boston Museum of Fine Arts. Professor 
of Architecture, Univ, of Minnesota. 

WALTER B. CHAMBERS, member emeritus and F.A.LA,, in 
NYC, April 19. Grad, Yale, 1887, studied Univ. of Munich 
and Beaux Arts, Paris. Architect for many biuldings at Yale, 
Colgate, Beaux Theatre, Paris, He had received many medals 
for his work. 

COL. WM. B. BAMFORD, AIA., 67.Former mayor of 
Belmar, N. J., his home where he died April 19. Grad. Prince- 
ton, ‘01, Veteran of Spanish-American War and World War I. 
Member N. J. State Board of Architects. 

DR. WALTER CURT BEHRENDT, 60, noted architect, at 
Norwich, Conn. 

CHAS. H. CRAMP, 74, in Philadelphia, April 7. Retired 
since 1926, he had served 25 years with William Steele & 
Sons, architects. 

OTTO FAELTEN, 61, in NYC, April 23, at Harrisdale, N. Y. 
Grad. M.LT. 02. Ecole de Beaux Arts, Paris, Taught at Yale, 
Pennsylvania Associated with James Gamble Rogers. 

JAS. BULLOCK CHAMBERLIN, 80, at Hazelton, Pa. April 
31, in Kansas City, Mo., from injuries received in a traffic 
accident. Grad M.LT. Prest. Architectural League 1929. 

BRAINERD JONES, in Santa Barbara, Calif., March 22. 
Had served on City Council, City Plan Commission. 

COL. WM. NICHOLSON TAYLOR, A.1.A., 63, in Philadelphia, 
April 8. Native of Cincinnati. Grad. Harvard 1903; Beaux 
Arts, Paris, American Academy in Rome. Prix de Rome, 
Scholarship in painting. Associated with Carere & Hastings; 
Hooper, Weeks & Taylor. 

JOHN T. WALLER, A.LA., April 3 in Hopkinsville, Ky. 
Past prest. Association of Kentucky Architects. 


The “WEEKLY BULLETIN,” now mailed monthly to all 
architects in the U.S., will be mailed WEEKLY as soon as 
paper allotment will permit. You can help by subscribing; 
$1 in currency, or check to WEEKLY BULLETIN, 
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Designs that last 
deserve the permanence of steel 


As long as grace, charm and simplicity have architectural currency, many 
traditional forms are going to retain an important place in the home- 
building picture. They have survived drastic changes in customs and 
ways of life in the past, and will probably survive them in the future. 
But adherence to traditional design does not preclude progress. The most 
important developments will take place within—where Stran-Steel framing 
introduces new permanence, fire-safety and rigidity. Alert architects and 
builders are thinking in terms of Stran-Steel as a medium for better homes, 
better values. 

The Stran-Steel framing system, new and improved, is versatile, efficient, 
speedy. Serving today as the steel “backbone” of the Navy’s famous 
Quonset hut, it is ready for its assignment in tomorrow’s homes, housing 
projects, apartments, commercial buildings and industrial structures. 


SERVING TODAY IN THE 
QUONSET HUT 


GREAT LAKES STEEL CORPORATION 


STRAN-STEEL DIVISION - 37™ FLOOR PENOBSCOT BUILDING 


DETROIT 26, MICHIGAN 
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(Continued from Page 7) 
believe would be of interest to your read- 
ers, but shall delay until I receive word 
from you,—Edwin H. Silverman, Phila- 
delphia. 

This is the word, so what are we wait- 
ing for ?—Ed. 

* & i 

Yesterday I took a few hours off to catch 
up on some of my overdue reading and 
came across the Weekly Bulletin. I read 
it from cover to cover. It turned a reg- 
ular day into a holiday. I like its snappy 
newsy writeups which seem to bring the 
profession into one close neighborly fel- 
lowehip C., Willard Wands, Caldwell, 


* 8 


Received my first issue of the Bulletin 
this morning, forwarded from Florida, and 
I immediately dropped a card asking that 
my mailing address be changed. Since 
reading it over, I have decided to get in 
line and so I enclose my buck for sub- 
scription. I was interested in the Florida 


| Sec. 502P.L&R. | 
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news and also an item about George 
Crumley in Columbus. I was until re- 
cently architect for the School Board in 
Duval County (Jacksonville) Florida and 
am an associate member of the A.LA. 
Chapter there. I am now associated with 
Althouse & Jones, Mansfield, Ohio—Max 
L. Worthly. 
* * * 

Also similar letters, with subscriptions, 
were received from others. Because of 
the paper shortage we cannot include all. 
May we thank the following: 

John B. Abbott, El Dorado, Ark.; Van 
Evera Bailey, Portland, Ore.; Harry Bar- 
rett, Washington, D. C.; Ned Black, New 
Cumberland, Pa.; Wm. Bordeau, Miami, 
Fla.; P. O. Brandenberger, Portland, Ore.; 

Francis Chaiverini, Providence, R. I; 
Arthur C. Cromwell, Rochester, N. Y.; Geo. 
H. Dienst, Denyer, Col.; John M. Gray, 
Boston, Mass.; H. Z, Harrison, Brooklyn, 
N. Y.; Roy K. Heaton, Cleveland, Ohio; 
Ben F. Hemphill, Lincoln, Neb.; Gerston 
T. Hirsch, White Plains, N. Y.; Frederick 


Hodgdon, San Marino, Cal.; Abner C. Hop- 
kins, Jacksonville, Fla, 

Paul Beekman Johnson, Springfield, 
Mass.; Donald Beach Kirby, Oakland, Cal,; 
Jerrold Loebl, Chicago, Ill.; F. Michael 
McInerney, Belmont, N. C.; Raymond 
Marlier, Pittsburgh, Pa.; Vincent J. New- 
man, Houston, Texas; Jay C. Van Nuys, 
Sommerville, N, J.; John B. Peterkin, 
NYC; Louis C, Pinault, St. Cloud, Minn.; 
Chas. C. Platt, NYC. 

Edwin J. Robin, NYC; Isadore Rosen- 
field, NYC; Louis W. Santo, St. Paul, 
Minn,; Paul Schell, NYC; Joe Smay, Nor- 
man, Okla.; Victor B. Spector, Fairfax, Va.; 
Geo, H. Spohn, Takoma Park, Md.; S. P. 
Stewart, Bowling Green, Ohio. 

Seth J. Temple, Davenport, Iowa; Louis 
L. Tieman, Port Washington, N. Y.; Lt. 
Bradford S. Telney, overseas; Leonard J. 
Toole, Stamford, Conn.; Edwin A. Wagner, 
Milwaukee, Wis.; H. D. Wainwright, New 
Orleans, La.; B. H .Whinston, NYC; Arthur 
H. Wilkins, Independence, W. Va.; Victor 
Louis Wulff, Spokane, Wn. 
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DESIGNED AT POPULAR REQUEST 


Volume 19 


By L. Morgan Yost, A.I.A. 


From The American Lumberman 


[ANY HOUSES have been presented in magazines at 
the request of readers. A few times the readers have 
been polled and the house has been designed to conform 

to the desires of the majority. In this case, however, the 
magazine went one step further and after presenting the 
design which was based upon the poll, it took another poll 
to determine if the design actually was the most popular. 

Small Homes Guide in a nation-wide poll last year, which 
was reported in American Lumberman, November 13, 1943, 
determined the majority wishes of a cross section of those 
people who would build houses after the war. They then 
asked architect L. Morgan Yost, American Lumberman staff 
member, to design a home to conform to those wishes. The 
house presented here is the resulting design, which was 
published in the semi-annual issue of Small Homes Guide 
along with 14 other popular house designs. 

Again the readers were polled and this house was easily 
the most popular of the entire 14 and its design therefore 
is a good index to successful postwar house design. 

Its presentation here should be of signal interest to lumber 
dealers as a preview to the successful house for after-the- 
war business. 

There are many features in the house which may surprise 
the dealer by their extreme character, There are others 
which show definitely that the public is not ready and pos- 
sibly never will accept certain design features which some 
architects, notably Europeans, have attempted to put forth 
as modern. It is the feeling of many of the most successful 
operators in small home building that the modern home for 
after the war can be most comfortable in appearance, that 
is, that the functionalism need not strip it of the qualities 
of home, This house demonstrates that fact. It is built with 
sloping roofs, with trellisses, window box, and stone veneer, 
all features which have long spelled home to many people. 

But the freedom of modern planning has not been sacrif- 
iced whatsoever, The living, dining and kitchen spaces are 
one continuously flowing area arranged for comfort and 
efficiency. The south wall of the house is almost entirely 
of glass. 

And remember that this house is the most popular home 
presented as determined by many thousands of reader 
returns! 

Open planning and large glass areas are definitely here 
as principles in the design of homes after the war and it 
would seem quite obvious that homes built without these 
features, will be adjudged as old pre-war houses. 

There are many other changes coming about in the 
design of homes, and it is necessary for the dealer to 
acquaint himself with such new methods. Former methods 
of window construction, for instance, do not serve when 
dealing with entire wall areas of glass. Nor do former 
methods of house construction and framing obtain when 
the entire first floor of a home is one open area, possibly 
with the kitchen segregated. 


TERRACE 


LIVING 


GARAGE 


WORKBENCH - STORAGE 


Further to make this study and report useful to the 
dealer who wishes to keep abreast of the trends in popular 
choice, the design for this home has been developed into 
the detail drawing stage to work out its entire construction, 
and American Lumberman has arranged to offer blueprints 
of this house to dealers so that the construction may 
studied. The price is $7.00 for one set of plans. Should you 
wish additional sets of plans, they may be had at $3.00 each. 

The construction of this home is largely of 2 by 4 studs in 
the usual manner. The exterior veneer is shown as stone, 
though it could just as easily be clapboard or brick. 

The house has no basement, a feature which is popular 
with many small home builders, particularly when no base- 
ment workshop, dark room, ete., is necessary. 

The garage is attached to the house, though there is no 
door leading directly from it into the house as this would 
bring about the possibility of gasoline and exhaust fumes 
entering the house. 

However, the entrance approach provides a sheltered 
passage from the main door to the garage. It may be noted 
how the garage, which becomes the location of the entrance 
to the house as most people enter and leave their homes 
by means of the automobile, is located next to the main 
entrance door, Also the kitchen is located next to the en- 
trance door so the housewife when shopping may enter 
the front door and thence directly into the kitchen. 

See YOST, Page 3 
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HOgarth 1331 - 1332 - 1333 


construction when hostilities have ceased. 


MOYNAHAN METALS COMPANY 


2658 Porter Street 


Detroit 16, Michigan 


COUSE & WESTPHAL 


General Builders 


12740 Lyndon Avenue 
Detroit, 


FOX THEATR E 


Beginning Friday, May 18 
‘A ROYAL SCANDAL" 


Tallulah Bankhead — William Eythe 
Charles Coburn — Anne Baxter 


A. W. KUTSCHE & CO. 
Building Conal lion 


HOgarth 3525 
Mich. 


2111 WOODWARD AVE DETROIT 
RANDOLPH 0372 
Long Experience — Adequate Facilities 


Clean Cut Business Procedure 
BLUE PRINTING AND PHOTOSTAT 
INS 


REPROD! 


O & O Blue Print & Supply Co. 


CAdillac 0005-0011 77 Sibley 


CAdillac 4890 


F. H. Martin Construction 
Company 


955 E. Jefferson Ave Detroit, Michigan 


CONCRETE FOR ALL PURPOSES 
Specialists in 


Transit Mixed Concrete Co. 
OLDEST CONCRETE CO. IN MICHIGAN" 
Slag Concrete - Lighter in Weight - Stronger by 
Test 


832 CARY STREET Vinewood 1-4440 


—CLASSIFIED— 


BRAUN LUMBER CORP. — TO. 8-0320, Davison 
and G.T.R. 


F: M: SIBLEY TOMET COMPANY — 6460 Ker- 
cheval Avenue, Fitzroy 5100 


RESTRICK LUMBER COMPANY — 14400 Wyoming, 
HOgarth 4830 


TURNER-BROOKS, INC. 


Floor Covering Contractors 
All Types Floor, Wall and Ceilings 


ASPHALT TILE LINOLEUM 
RUBBER TILE C TILE 
CARPETS RUGS 
WINDOW SHADES VENETIAN BLINDS 


USTICAL MATERIALS 


MOSAIC PARKAY FLOORS 
MARLITE TILE 
9910-20 Dexter Blyd. 
Detroit, Michigan TO. 8-2470 


Lafayette 1316 
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other persons not normally in the labor 


force. 
e >» œ 


That the city’s administrative offices 
are housed in 24 separate buildings, many 
of them in obsolete or rented quarters. 

* >. s 


That the City, County, State, and Fed- 
eral governments are housed in more than 
40 separate buildings, located, for the most 
part, throughout the downtown area. 

t >. œ 

That if you were to take a dozen splen- 
did pieces of civic architecture and scatter 
them in various parts of Detroit, the city 
would be no more beautiful than it is now. 
It would contain so many more fine 
buildings, but as a city it would not be 
improved, If, on the other hand, you cre- 
ate a splendid center, treat it as a park, 
and group your buildings and monuments, 
the city as a city will be the gainer to an 
enormous extent. Great open spaces of 


the proper size and treatment, surrounded 
by buildings and monuments, terraces and 
fountains and vistas, are compositions and 
may be superb. The strongest impressions 


THE DETROIT 


Serving mor. ._.. 


we have in the principal cities of the world 
are their Civic Centers combined with 
parks and open spaces. #rom a practical 
point of view the grouping of civie build- 
ings is a great convenience and materially 
assists the transaction of business. 

. £ > 


That the waterfront development along 
the Seine River in Paris has given that 
city the distinction of being the most 
beautiful city in the world. Yet, Detroit, 
because of the greater grandeur of her 
location, given comparable taste and skill 
in the execution of a Civic Center and 
recreational development, can have a 
waterfront that will make the develop- 
ment along the Seine look like schoolboy 
stuff. 


+ >. # 


That the Cass Technical High School, 
with 4,000 students, has never had its own 
playfield and has to carry on its physical 
education program with indoor sports or 
by using the facilities of other schools. 
The purchase of even a minimum site of 
10 acres on adjacent blocks would cost a 
million dollars. A more practical solu- 


1040 W. Baltimore 


tion would be the acquisition of several 
blighted residential blocks within a half 


mile of the school. 
x & + 


That Detroit's high school enrollment in 
1944 was slightly over 40,000. Public high 
school attendance reachec its peak in De- 
troit in 1939-40 when almost 49,000 stu- 
dents enrolled—58 per cent of the persons 
of high school age in Detroit. It is esti- 
mated that because of the large number 
of children born in Detroit in 1942-44 the 
high school load will be more than 60,000 
before 1960. 

* >*= > 

That one-fourth of Detroit’s residential 
area is menaced by the spread of blight 
(incipient slum cancer), that unless 
checked will destroy every neighborhood 
in the city. 


+ + * 


That “Cities do not grow by accretion 
or by the obtrusion of excrescences at the 
periphery, but by the establishment of 
nuclei in the penumbra and the gradual 
filling in of the interstices between the 
So they say! 


nuclei.” 


STANDARD COTTON INSULATION 


@ Moisture Proof 
@ Best at Lowest Cost 
Tests Prove Greater Efficiency of Cotton 


“STANDARD COTTON” insulation is the only ALL ENCLOSED 
cotton blanket-tupe insulation, 


Warren Fibre Products Co. 


@ Greater Heat Resistance 
@ Vermin Proof 


Specify it by name. 


Detroit 2, Mich. Phone TR. 1-4030 


self the 


The Modern home needs 
Adequate Wiring ! 


EDISON CO. 


people of Michigan 
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siao wedhon wunows 


CPROICTING CANOPY 


NENT ATING TOOVERSS 


| 


GARDEN ELEVATION 


4 
age 


clear and unobstructed by the storm sash or screens, and the 
cleaning problem of both of these items is obviated. Further- 
more, the separation of the ventilation from the view win- 
dows means that complete privacy may be had at night or if 
it is wished to have the room darkened, curtains may be 
pulled entirely across a window area without cutting off 
any ventilation, When the doors of the louver panels are 
closed, the curtains may be stored over them so the doors 
are not in evidence. The fact that these ventilating panels 
are not built in combination with the windows, means that 
furniture arrangements can be placed next to the windows 
just as if they were walls. 

It is such common sense arrangements as this which will 
gradually change the appearance of our homes from Eigh- 


teenth Century Colonial to a rational modern design. 


Slum Clearance Plan 


The first concrete proposal for the re- 
development of Detroit's slum and blight- 
ed areas, without Government subsidy, 
made by Alex Linn Trout to the City 
Plan Commission, is attracting consider- 


able serious attention from students of 
the citys’ postwar development. 
Trout, special architect-consultant of 


the commission engaged to study proposed 
density standards in connection with the 
preparation of the City’s Master Plan, de- 
veloped his proposal in the course of that 
study. 

“What I am proposing,” Trout says, “is 
to acquire one or more blocks first in 
the most dilapidated sections of the city, 
within the Boulevard, which I think we 
can get for 50 or 60 cents a square foot. 
The City would buy the entire block but 
would resell the perimeter to private 
builders, and develop the interior as a 
park and for offstreet parking facilities. 

“A typical block has 162,000 square feet 
or 3.72 acres. 

“On this block we would plan to build 
72 dwelling units, in a two-story develop- 
ment. These dwelling sites would take 
up 60 per cent of the block area, leaving 
40 per cent for garaging and park devel- 
opment. 

“The buildings we contemplate would 
be of similar construction, fire-resistant 
and fireproof, and would probably have 
individual gas or oil heating. 

“The big advantage of the plan is that 
it would utilize existing utilities and fa- 
cilities, thus cutting down the develop- 
ment cost in comparison with the ex- 
pense of pioneering in new areas.” 

Based on 1940 prices, Trout estimates 
the dwelling units could be sold to indi- 
viduals for $4,000 per unit, plus the price 
of the land, which he estimates would be 
from $600 to $700. 

“Then with a 10 per cent down pay- 
ment on FHA terms, to include full taxes, 
for this is not a tax-exemption scheme, 
the cost to the home-owner per month 
would run from $33 to $34,” he said. “If 
a unit were rented on a private rental 
basis the rentals probably would have to 
be over $40 a month. Home ownership 
saves the 10 per cent leeway required in 
rentals for vacancy allowance and five 
per cent for management.” 

“This plan will work on higher-priced 
land for a better tvpe development, either 
for commodious two-story units, three- 
story apartments, or even elevator apart- 
ments.” 

To enable the City to act as a lending 
agency under the FHA, new legislation 
would be required. Once obtained, the 
steps would be as follows: 

The City would buy the site with its 
own funds, probably a revolving fund. 


FHA 


The builder, the City and the 
woud get together on the plans, 

The City would take over the mortgage 
contracts (insured by the FHA) from the 
builder, and receive the payments from 
the purchaser, either directly or through 
a professional servicing agency. 

Against the contracts the City would 
issue revenue bonds carrying a 2% per 
cent coupon, and the profits made through 
this transaction would, in Trout’s opinion, 
eventually pay for the park areas 

“The total initial investment of the City 
for land acquisition would run from $80,- 
000 to $90,000 for a block,” he said. “The 
total cost of buildings and land would be 
approximately $400,000 per block. The 
FHA will loan approximately 75 per cent 
to the contractor, so his interim financing 
is easy and with the 10 per cent down 
payment, he would be able to get out his 
profit and handling charges.” 


Whitehead & Kales 
Honored 


The contribution of Whitehead & Kales 
Company to the war effort is in evidence 
at most of the vital centers where Amer- 
ican forces are engaged and particularly 
on the landing beaches, Rear Admiral 
George H. Rock, USN (retired) emvha- 
sized April 22 at the presentation of the 
Army-Navy “E” flag to that prominent 
River Rouge, Mich., industry. 

The presentation in itself indicated that 
the industry and its employees had turned 
in an outstanding job of helping win the 
war, and the principal speaker was lavish 
in his praise of the accomplishment. 


Detroit Chapter Meets 


Detroit Chapter, A.I.A., had as its speak- 
er April 18, Mr. William Shinderman, of 
the Albert Kahn organization. He showed 
some excellent slides of color photography 
made on his trip to Eurore and gave an 
interesting talk. 

President Ditchy reported that the board 
meeting preceding had considered matters 
coming before the A.LA. convention. He 
called upon Capt. Ralph W. Hammett, 
Chapter member, who spoke briefly of 
his interesting experiences in the Euro- 
pean Theatre of Operations, where he had 
to do with the protection of historic art 
and monuments. 

>. * ® 

THE CHAPTER'S MAY MEETING was 
on the 15th, a busy day for the architect- 
ural organizations hereabouts. Roger Al- 
len, of Grand Rapids, president of the 
Michigan Society of Architects, arrived in 
Detroit the evening of the 14th, held a 
conference of the budget committee at a 
noon luncheon the next day. This was 


followed by a meeting of the Society Board 
at 2:00 p.m., the Chapter Board at 4:00, 
Chapter dinner at 6:30 and lecture at 8:00 
p.m. 

The Chapter dinner was jointly with 
Illuminating Engineering Society, Michi- 
gan Section, with Mr. Ward Harrison as 
guest. Following dinner Mr. Harrison 
spoke in the small auditorium at the 
Rackham building. His subject was 
“Lighting—Design for Seeing.” Chapter 
president Ditchy introduced Mr. B. C. 
Trefrey, of the LE.S., who introduced the 
speaker. 

Mr. Harrison used lighting displays to 
demonstrate the points of his lecture, 
pointing out the important part played by 
light in architecture. Although 87 per 
cent of our impressions come through 
vision, we have not yet realized the im- 
portance of the Chinese proverb, “One 
look is worth a thousand words,” he said. 


OWEN A. LUCKENBACH, secretary of 
the Detroit Chapter, A.LA., addressed a 
luncheon meeting of the Property Man- 
agement Division of the Detroit Real 
Estate Board, on May 15. His subject was 
“Multiple Dwellings After the War.” 


FLAVEL SHURTLEFF, 
setts Institute of Technology, nati 
known authority on the legal phases of 
city planning, gave a lecture at the amphi- 
theatre of the Rackham Building, in Ann 
Arbor, the afternoon of May 15. The lec- 
ture under the auspices of the College 
of Architecture and Design, U. of M., was 
on the subject, “The Field of Town Plan- 
ning.” 


Detroit ‘Thought Starters’ 


From The Municipal Employee 
Series | 
By FRANK BARCUS, A.I.A. 


City Plan Commission 
Author of ALL AROUND DETROIT 


DID YOU KNOW— 

That during the thirties, when men over 
45 were said to be too old for industry, 
only 15 per cent of the people in Detroit 
were over that age; by 1940, 25 per cent 
were over 45, and it is estimated that the 
proportion over 45 will have reached 35 
per cent of the gotal population by 1970. 

e 


That the number of persons employed 
in the factories in the Metropolitan area 
of Detroit has increased from 887,000 in 
1940 to a wartime peak of 1,300,000, not 
including some 250,000 persons who are 
in the armed services. Over half of the 
413,000 persons added to the labor force 
have swarmed in from other cities andi 
states. The balance were drawn abouti 
equally from the unemployed in 1940 an 
from women, older persons, students an 
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(Continued from Page 1) 


The service door for deliveries is located at the side of 
the house so that this feature is separated from the family 
entrance, 

Storage space and a spot well-lighted by glass brick 
for a work bench are provided in the garage which is 
equipped with an overhead type door, the preference of the 
reader poll. 

Entering the front door one finds himself in a well- 
planned hallway from which the stairway leads, The entrance 


DRESSING 


"WARDROBE 


SECOND FLOOD =e 


to the living room for privacy is not directly ahead of the 
entrance door. A sliding door is used between the kitchen 
and the hallway so that it may be left open without being 
in the way. 

The stairway is of very simple construction eliminating 
the conventional nosing and cove molding. A simple balus- 
trade, unique in that it runs to the ceiling, is composed of 
three-quarter inch round members. Underneath the stair- 
way is a closet for general storage. Another generous closet 
for coats is equipped with shelves. 

It will be seen that in the center of this plan is a “core” 
composed of chimney, heating plant, sink and laundry tray, 
lavatory, and coat closet. Thus most of the mechanical and 
piping work is concentrated in this core. The second floor 
bathroom is located above this core so that all plumbing is 
in the center of the house. 

It is the location of the utility core which separates the 
various areas of the first floor. Remove this core and you 
would see that the whole area becomes one large room, but 
strategically located as it is, each of the areas, living, dining 
room and kitchen and hallway, secures ample segregation. 

This core is built of masonry, in this instance brick or stone, 
as it is part of the chimney and as it contains the heating 
plant. 

The living room is generous in size (13x20% feet), and 
two of the walls are entirely of glass, the glass area on the 
south side being shaded by a visor composed of wooden 
slats, and that on the east side opening to the porch. It can 
be seen how spacious the effect will be, having no apparent 
separation between the porch, dining space and the living 
area. The plan shows how a curtain can be hung to separate 
this space when it is desirable. The dining space is also 
very generous, being 11 by 16 feet, though in measuring this 
it must be noted that this space overlaps the kitchen space, 
thus getting a great deal of flexibility and double use of 
the area. Again, storage is well considered and one entire 
wall of the dining room becomes a storage case of the 
buffet type, with doors and drawers. The porch is located 
for convenient service from the kitchen for pleasant sum- 
mertime out of doors meals. 

A combination laundry tray sink with a cabinet under- 
neath and shelves over, is placed as a part of the central 
core so that the plumbing runs directly into the duct space 
for connection to the water heater 

The kitchen is lighted by a continuous band of windows 
directly over the work space and range, and a special 
cabinet is provided to hold the wash machine and laundry 
equipment when not in use. 

The lavat is placed in the central core and has a 
separate ventilating duct which opens to the roof, assuring 
fresh air. Sliding plywood doors form the inner wall of the 
lavatory and give access to the heater and to the duct and 
pipe space. Upstairs the bedrooms all face with glass walls 
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to the south to take full advantage of the winter sun to 
assist the heating plant. The room overhang again shields 
the rooms from the hot summer sun. The master bedroom 
is divided into two portions, the sleeping portion and the 
dressing portion. The latter is equipped with one entire wall 
of wardrobe cases with sliding doors. The two areas are 
separated by sliding plywood doors so the dressing portion 
may be kept warm while the sleeping portion remains cool. 

The two children’s bedrooms are of a good size, large 
enough for a double bed each if necessary. And a desk is 
built into each room with a book case above and each room 
also has a good size wardrobe closet. 

The bathroom is well lighted with a continuous strip win- 
dow of the sliding type. The arrangement of fixtures allows 
plenty of floor area for each. 

A large linen closet with very generous shelf area also 
provides room for upstairs cleaning equipment. There are 
many points of interest in the structure of this house which 
would bear detailed study. One of these is the method by 
which the large sheets of thermopane glass are installed. 
There is no sash, rather the glass is set into rabbets made 
in the structural members themselves. Six by six dressed 
posts are used between the glass areas as the structure of 
the house, and the outer corner of these is rabbetted to re- 
ceive the glass which is bedded in putty; then on the out- 
side a facia board is schewed, the same width as the post 
itself. Thus the construction is the simplest possible and 
no detraction is made from the open area. The complication 
of the usual window arrangement with rough opening, then 
frame, then sash, then glass, is reduced to the minimum, 
structure and glass. 

Of course, as these panes of glass are fixed, and rightly 
so because they are large, ventilation is obtained by other 
means. The bathroom and kitchen windows, and the smaller 
ones in the upper hall and dressing room, are sliding case- 
ments. But the bedrooms and living and dining areas are 
ventilated by wood louvers adjacent to the large glass panels 
and extending to the ceiling. These wood louvers are screened 


on the inside and arranged so rain does not enter. On the 
inside of a louver section is a solid door, weatherstripped, 
which may be opened and adjusted in any position to 
allow the required ventilation. This separating of vision and 
ventilation has many points in its favor, and when explained 
to potential home-builders, invariably meets with enthus- 
iastic response. The use of the thermopane glass eliminates 
the need for separate storm sash, and the fact that these 
windows are not open eliminates the need for screens, 
thus the Spring and Fall chores of putting up and taking 
down of screens and storm sash, to say nothing of their 
initial expense and the time and expense of maintenance, 
are eliminated. Also the view through the window is always 
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Architects Civic Design Group Ups Its Scale 


By BUFORD L. PICKENS, A.I.A. 


OW WIDE IS A GREENBELT? This and other similar questions were discussed at the April meeting of the 
Architects Civic Design Group of the Detroit Metropolitan Area, which was held on April 30, at Cranbrook. 
The members are stepping up their studies of Detroit communities from 1000’ to 200’ scale. Diagrammatic repre- 
sentation gives way to a more realistic scale which will be the basis for the three dimensional models of whole 
neighborhoods. With the change in scale many new problems appear for the first time in the planning studies. 


Mr. Eliel Saarinen, the Group consult- 
ant, reviewed the work brought in by 
several members. He reminded the meet- 
ing of the oft quoted but too little heeded 
words of D. H. Burnham: “Make no little 
plans; they have no magic to stir men’s 
blood, and probably themselves will not 
be realized . . .” Mr. Saarinen urged the 
neighborhood planners to aim toward clar- 
ity and order rather than toward any pre- 
determined or uniform standards for the 
various widths of greenbelts, streets, etc. 
After all, the greenbelt in a modern 
neighborhood is a park strip of varying 
width which not only serves to give a 
visible frame or defining line between 
neighborhoods or communities, but in a 
very practical way it is also a possible 
place for gardens, playgrounds, golf 
courses, helicopter fields, and reserve 
areas for innumerable future facilities 
which cannot be specified exactly today. 
After a lively discussion the members 
agreed to increase rather than decrease 
the present greenbelt widths, and, for 
practical as well as visual reasons, to avoid 
imposing an abstract or arbitrary pattern 
on the neighborhood outlines. 

Further discussion disclosed that more 
study might be given by the various plan- 
ners to the actual resources and conditions 
within their working areas. Les Lowery 


and Dirk Van Reyendam have made a 
good beginning on their analysis, and they 
presented a 200° scale study of one section 


of Area B-4, on the East side. Eberle M 
Smith, although absent, sent in his devel- 
opment plans which were presented by 
Mrs. Taylor. Phil Brezner was commend- 
ed for bringing his work up to date and in 
good order, after a belated start. Donald 
White, Jonathan Taylor, Miss Helen Fas- 
sett, Gyo Obata, and Kiyoshi Mano all 
brought in revised studies for inspection 
and discussion. 

The highlight of the April meeting, how- 
ever, was the exhibition of the completed 
model of the Oak Park area by George 
Matsumoto. He is the first to finish the 
schedule of studies, and his work was 
lauded not only for the design, but also for 
the high quality of craftsmanship involved 
in its execution. 

Jonathan Taylor reported on the stan- 
dards for presentation, and asked that all 
members submit a list of the approximate 
number of schools, dwelling units at var- 
ious densities, etc., so that he could furnish 
them with ready-cut three dimensional 
units for the model. Several guests from 
the Citizens Housing and Planning Coun- 
cil attended the meeting. 


LESLIE G. LARKIN, ALA., of Detroit, 
has been promoted from captain to major. 
Lt. Roy E. Truba, reported missing in 
action, is now known to be safe, Roy, who 
wes well and favorably known as a drafts- 
man in Detroit, was a prisoner of war 
in a German prison camp in Italy. 


Ditchy, CHPC Secretary 


Clair W. Ditchy was elected secretary 
of The Citizens’ Housing and Planning 
Council of Detroit, at its annual meeting 
on May 9. Dr. Robert 
W. Kelso was elected 
president; Dr. Warren 
E. Bow, first vice-pres- 
ident; Dr. A. H. Whitta- 


ker, second vice-presi- 
dent; Mrs. Geraldine 
Bledsoe, third vice- 


president; and Walter 
J. Gessell, treasurer. Dr, 
Bow has since died, 

Retiring officers who 
remain on the board are 
Mrs. Willard Pope and 
Mr. Milton Selander. 

Mr. Ditchy, a fellow 
of The American Insti- 
tute of Architects, i Mr. Ditchy 
currently president of its Detroit Chapter. 
He has served as Regional Director of the 
Institute’s Great Lakes District and was 
one of the original incorporators of the 
Rackham Foundation for the Engineering 
Society of Detroit, 


WILFRED C. POLKINGHORNE of 
Houghton was reappointed by Governor 
Kelly to the state board of registration 
for Architects, Engineers and Surveyors. 
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Contractors 
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E. B. FAUQUIER—ADVERTISING MANAGER 
Number 22 


“Michigan and the 
Old Northwest” 


DETROIT—“Like an exciting movie of 
Michigan’s earliest days, in technicolor”— 
that's Michigan and the Old Northwest, a 
book that has just been published by 
Great Lakes Greyhound Lines as an- 
nounced today by Manferd Burleigh, pres- 
ident. 

Appearing shortly before the 150th an- 
niversary of American rule in Michigan, to 
be observed in 1946, the volume is of par- 
ticular interest at this time. The story of 
Michigan from the Ice Age to the End of 
French Rule is dramatized in the book's 
512 original, 8-color illustrations. 

Edited by Dr. Milo M. Quaife, secretary 
of the Burton Historical Collection of the 
Detroit Public Library, and editor of the 
current American Lakes Series, Michigan 
and the Old Northwest is the work of Luke 
Scheer of Royal Oak, former newspaper 
man and longtime student of the history 
of Michigan and the entire Northwest 
Territory. The illustrations are by George 
Scarbo, prominent newspaper syndicate 
and map originator. 

“Michigan and the Old Northwest is 
being published on a non-profit basis, as 
a public service,” said Mr, Burleigh, “to 
foster a greater popular appreciation of 
Michigan’s past. This present volume is 
the first of a series of nine planned to 
carry this pictorial history down through 
Michigan's dynamic participation in World 
War II.” 

Foreword of the book 1s in the form of a 
dedication by Dr. George N, Fuller, secre- 
tary and editor of the Michigan Historical 
Commission. Hon, Chase S. Osborn, for- 
mer governor of the State and a scholar 
of world repute; Wynand Wichers, presi- 
dent of Hope College; Randolph G. Adams, 
director of the William L. Clements Li- 
brary, University of Michigan; and Ray- 
mond McCoy, prominent historian and il- 
lustrator of Saginaw, are other contrib- 
utors to the volume. 


BLUE PRINTS PHOTOCOPY PRINTS 


Kimball Director, M. S. A. 


Donald A. Kimball, A.A., of Saginaw, 
has been named a director of the Michigan 
Society of Architects, representing the 
newly-formed Saginaw 
Valley Chapter. 

Kimball has long been 
active in the Society 
and in recent years 
served as chairman of its 
membership committee 
He was elected a mem- 
ber of The American 
Institute of Architects 
on Dec. 12, 1942 and as- 


signed to the Detroit 
Chapter. His member- 
ship was transferred 
when the Saginaw Val- Mr. Kimball 
ley Chapter was established this year. 


The new director is a native of Saginaw, 
where he received his early education. He 
graduated from the University of Michi- 
gan and took an additional year of gradu- 
ate work. 

He worked in the Saginaw offices of 
Cowles & Mutscheller and Carl E. Ma- 
comber, entering his own practice in 1934. 


Architects’ Exam 


The Michigan State Board of Registra- 
tion for Architects, Professional Engineers 
and Land Surveyors announces the next 
examination for Architects will be given 
at the University of Detroit, and the ex- 
aminations for Professional Engineers and 
Land Surveyors will be given at the Uni- 
versity of Detroit, Michigan State College 
and Michigan College of Mining on June 
28th, 29th and 30th. 

The subject of the design problem for 
Architects will be A United States Post 
Office for a Suburban Community. 

Application blanks and full information 
may be obtained by writing to the office 
of the Board, 307 Transportation Building, 
Detroit (26). 
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V-Mail Letter 


(To Branson Gamber) 


Dear Branson: 

So nice to receive your letter. When 
away from home your friends seem that 
much dearer to you. I am so glad I am 
where I am, and I know that you fellows 
at home are carrying the ball while we 
fellows are away. 

I could tell you much, yes, and 
some day I hope to have that chance, for 
it is a great war of strategy and force, and 
it is a nice feeling to be a part of it. 

You would love it here, perfect weather, 
excellent swimming—(I am a good ocean 
swimmer by now) and in perfect condi- 
tion. I have trimmed down to my regu- 
lar condition weight—full of the old Nick, 
and eager to go places. If I get that 
chance, the Japs better watch out. 

Our enlisted personnel are jewels and 
worth their weight in gold. You would 
love to be with us. 

My best to all the boys. 

(Signed) Bill. 
Lt. Cmdr. C. W. Palmer 
Dirpacdocks—Navy 128 
Fleet Post Office 
San Francisco, Cal. 


File of Bulletins 


We wish to thank Miss E. A. Martini, 
A.LA., for sending a complete file of 
Weekly Bulletins for 1944. Miss Martini 
has been good enough to do this for sev- 
eral years past. Of course, we have suf- 
ficient copies of most back issues, but 
now and then there is an unusual demand 
for some issues and we find ourselves 
without a single copy. It is in such in- 
stances that these back numbers are so 
helpful. 

ROBERT E. BICKEL 

BAY CITY, Mich., May 25. — Robert 
E. Bickel, 61 years old, an architect, is 
dead following a heart attack. 
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Grand Rapids Retail 
Center Acclaimed 
As Model 


The Grand Rapids plan, representing 
a study by the Architects Civic Design 
group and proposing a solution to the 
problems of urban blight, is illustrated 
in this reproduction of a model of a 
section of the city's downtown shopping 
area, The section, extending from Pearl 
to Bridge sts., and lying between lower 
Monroe ave, and Grand river, was sel- 
ected for the study because it contains 
the Civic auditorium and adjoins two 
of the city’s major hotels. In the fore- 
ground are Hotel Pantlind and the Fine 
Arts Building. In the center is the 
Civic Auditorium, 

Members of the Architects’ Civic De- 
sign Group of Grand Rapids which col- 
laborated in the lower Monroe ave. re- 
development study are: Chairman of 
steering committee, Victor E. Thebaud; 
design, structural and presentation, 
Joseph Daverman, Thebaud, Kenneth C. 
Welch, Antoine B, Campau (Robinson 
and Campau were architects with Smith, 
Hinchman and Grylls, of the Civic audi- 
torium), and Ralph E. Seeger; public 
relations, Harry L. Meade, valuations, 
Charles A. Crowe and Benjamin Hertel. 

Many other citizens are credited with 
valuable assistance, including Percy 
Hawkins, manual training instructor in 
Grand Rapids public schools and stu- 
dents who prepared the model of how 
the section would look rehabilitated. 


‘OF TOMORROW, 


___ Page 3 


EXCEPTIONAL POSTWAR 
| OPPORTUNITIES FOR 

| TOP-FLIGHT 
ARCHITECTURAL DRAFTSMEN 
1 DISTRICT SALES MANAGERS 
| RETAIL STORE DESIGNERS 


| with nationally known manufacturer of store- 
fronts, entrance doors, and new postwar building 
materials sold through established distributor 
organization and backed by extensive national 


giving details, education, business experience, etc. 


Address 


| | promotion program. Write in full confidence, 


Personnel Director 


THE KAWNEER COMPANY 


[| | [| | NILES MICHIGAN 


aAdbssaon wd 


EBS 
ee 


The Modern home needs 
Adequate Wiring ! 


THE DETROIT EDISON CO. 


Serving more than half the people of Michigan 


WEEKLY BULLETIN 


MICHIGAN SOCIETY OF ARCHITECTS 
120 Madison Avenue, Detroit 26, Michigan 


Sec. 562 P, L. & R. 


S. POSTAGE 


Tine PURO, PAID 
Leek tn VY Gey, DETROIT, MICH. 
By Seay Hee R Permit No. 4123 
POSTMASTER: Itf eliverable FOR ANY 
REASON. nolity s dress, or reason, on 
form 3547, postage for which is quaranteed 
HANLEY COMPANY Good Hardware for Over 60 Years PERSPECTIVES — 
E. F. Zerga, Mgr, on ort N 
FSER ataga acu |B Rath jairik 
CERAMIC GLAZED BRICK FLOOR TILE Wholesale Builders Hardware Dept. FRANK BARCUS 
Al 
14545 Schaefer VE. 7-3200 Detroit 27, Mich. 228 Congress St. W. -+ Retail Store, 1149 Griswold TYler 6-6173 
| The Toledo | Toledo | BEAUTIFUL INTERIORS | INTERIORS 
are created with wall paper 
John H. Freeman ; 
a Plate & Window Glass Co. FISHER WALL PAPER co. 
nui: Hrdoare j 7 5 nave st ing 
’ Glass Jobbers & Glazing o ie 
Architects Bldg. Contractors Let Us Help You 
Detroit | Distributors of 5840 Woodward Avenue 
Phone WEAVER-WALL Asphalt Shingles é P BRANCHES IN DETROIT 
sid sk Your Decorator 
TEmple 1-6760 ASBESTOS LTD. Asbestos Siding He will tell you that 
° r x 
Kamias American Soniaty Arihitedinal Warehouses Fisher Wall Paper Co. 
MARRA Sanaki Detroit Grand Rapids Cleveland Toledo are Michigan's largest wall paper distributors. 


BRONZE COMPANY 


_ Always Jorward 


ree | 

} WITH DESIGNS, TECHNICS 
Plasti-Glaze the Post War Glazing i AND MANUFACTURING 
Compound to specify. Made from PA CIETITES TO ASSIST 
bodied oils and special pigments. j YOU IN 


Weatherometer tests prove that POSTWAR WORK 


Plasti-Glaze when properly applied 
and maintained will last as long as 
the sash. Dries rubbery hard, not 


rock hard, easy to remove, easy 


to apply. 


For long life, weather and air-tight glazing use America's 


Leading Glazing Compound Plasti-Glaze. 


x 
E 
5 
T 
E 
R 
D 
A 
Y 


So7wrxmoZz0- 


PLASTIC PRODUCTS CO. inc. 


DETROIT +--+ CHICAGO +++ JERSEY CITY 


WEEKLY BULLETIN 


